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TITLE 2—THE CONGRESS 

ACTS APPROVED BY THE PRESIDENT 

Editorial Note: After the adjourn¬ 
ment of the Congress sine die, and until 
all public acts have received final Presi¬ 
dential consideration, a listing of public 
laws approved by the President subse¬ 
quent to adjournment will appear in the 
daily Federal Register under Title 2, 
The Congress, 


TITLE 7—AGRICULTURE 

Chapter IX—Agricultural Marketing 

Service (Marketing Agreements and 

Orders), Department of Agriculture 

Part 958— Irish Potatoes Grown in 
Colorado 

limitation of shipments 

§ 958.326 Limitation of shipments. 
Area No. 2 —(a) Findings. (1) Pursuant 
to Marketing Agreement No. 97 and 
Order No. 58 (7 CPR Part 958). regulat¬ 
ing the handling of Irish potatoes grown 
in the State of Colorado, effective under 
the applicable provisions of the Agricul¬ 
tural Marketing Agreement Act of 1937, 
as amended (48 Stat. 31, as amended; 7 
U. S. C. 601 et seq.), and upon the basis 
of the recommendations and informa¬ 
tion submitted by the area committee for 
Area No. 2. established pursuant to said 
marketing agreement and order, and 
upon the basis of other available infor¬ 
mation, it is hereby found that the limi¬ 
tation of shipments, as hereinafter pro¬ 
vided. will tend to effectuate the declared 
policy of the act. 

(2) It is hereby foimd that it is im¬ 
practicable and contrai*y to the public 
interest to give preliminary notice, en¬ 
gage in public rule making procedure, 
and postpone the effective date of this 
section until 30 days after publication in 
the Federal Register (5 U. S. C. 1001 
et seq.) in that (i) the time intervening 
between the date when information upon 
which this section Is based became avail¬ 
able and the time when this section must 
become effective in order to effectuate 
the declared policy of the act is insuffi¬ 


cient, (ii) more orderly marketing in the 
public interest, than would otherwise pre¬ 
vail. will be promoted by regulating the 
shipment of potatoes, in the manner set 
forth below, on and after the effective 
date of this section, (iii) compliance with 
this section will not require any prepara¬ 
tion on the part of handlers which can¬ 
not be completed by the effective date, 
(iv) a reasonable time is permitted under 
the circumstances, for such preparation, 
and (V) information regarding the com¬ 
mittee’s recommendations has been 
made available to producers and handlers 
in the production area. 

(b) Order. (1) During the period 
from September 3, 1957, through June 
30, 1958, no handler shall ship (i) any 
potatoes of the round varieties grown in 
Area.No. 2 unless such potatoes meet the 
requirements of the U. S. No. 2, or bet¬ 
ter. grade, size A, 2% inches minimum 
diameter, or (ii) any potatoes of the long 
varieties grown in Area No. 2 unless such 
potatoes meet the requirements of the 
U. S. No. 2. or better, grade, and are of 
a size not less than 2 Vs inches minimum 
diameter or 4 ounces minimum weight, 
as such terms are defined in the United 
States Standards for Potatoes (§§51.- 
1540 to 51.1559 of this title). includifig 
the tolerances set forth therein. 

(2) During the period from Septem¬ 
ber 3. 1957. through October 8. 1957. and 
subject to the requirements set forth in 
subpamgraph (1) of this paragraph, no 
handler shall ship any lot of potatoes 
(i> of the Russet Burbank or Red Mc¬ 
Clure variety growm in Ai*ea No. 2 if such 
potatoes- are more than ’‘slightly 
skinned** as such term is defined in 
said United States Standards, which 
means that not more than 10 percent 
of such potatoes have more than one- 
forth of the skin missing or ’’feathered,*' 
or (ii) of any other varieties grown in 
Area No. 2 if such potatoes are more 
than ’’moderately skinned” as such term 
is defined in the said United States 
Standards which means that not more 
than 10 percent of such potatoes have 
more than one-half of the skin missing 
or ’’feathered.” 

(3) Terms used in this section shall 
have the same meaning as when used in 

(Continued on p, 6961) 
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Title 43 

Chapter I: 

Part 192_ 6967 

Appendix (Public land orders): 

1470_ 6968 


Marketing Agreement No. 97 and Order 
No. 58. 

(Sec. 5, 49 Stat. 753, as amended: 7 U. S. C. 
608c) 

Dated: August 26, 1957. 

[seal! S, R. Smith, 

Director, 

Fruit and Vegetable Division, 

(P. R. Doc. 57-7068; PUed, Aug. 28. 1957; 
8:45 a. m.] 


TITLE 6—AGRICULTURAL CREDIT 

Chapter III—Farmers Home Adminis¬ 
tration, Department of Agriculture 

Subchapter B—Form Ownership Loans 
[FHA Instruction 428.1) 

Part 331— Policies and Authorities 

AVERAGE VALUES OF FARMS,’ MISSOURI 

On August 7, 1957, for the purposes of 
Title I of the Bankhead-Jones Farm 
Tenant Act, as amended, average values 
of efficient family-type farm-manage¬ 
ment units for the counties identified 
below were determined to be as herein 
set forth. The average values hereto¬ 
fore established for said counties, which 
appear in the tabulations of average 
values under § 331.17, Chapter III, Title 
6 of the Code of Federal Regulations, are 
hereby superseded by the average values 
set forth below for said coimties. 

Missouri 


County 

Average 

value 

County 

Average 

value 

Adair_ 

$30,(XK> 

Dunklin_ 

$40,000 

Andrew —« 

38,000 

Franklin_ 

31,000 

Atchison .. 

38,000 

Gasconade . 

30,000 

Audrain__ 

30.000 

Gentry .... 

33,000 

Barry__ 

23.000 

Greene .... 

32,000 

Barton 

30,000 

Grundy _ 

.31,000 

Bates__ 

31,000 

Harrison .. 

33,000 

Benton .... 

21,000 

Henry_ 

31.000 

Bollinger_ 

21.000 

Hickory_ 

20,000 

Boone__ 

80.000 

Holt _ 

38,000 

Buchanan • 

38.000 

Howard .... 

32,000 

Butler__ 

30,000 

Howell .... 

20.000 

Caldwell 

33,000 

Iron _ 

20.000 

C^allaway 

30,000 

Jackson ... 

36,000 

Camden_ 

20,000 

Jasper_ 

31,000 

Cape Girar¬ 


Jefferson .. 

30, 000 

deau 

30,000 

Johnson__ 

32,000 

Carroll —— 

37,000 

Knox_ 

30,000 

Carter —__ 

20,000 

Laclede .... 

20,000 

Cass_ 

32,000 

Lafayette_ 

38,000 

Cedar _ 

23,000 

Lawrence .. 

30.000 

Chariton -« 

35,000 

Lewis__ 

30,000 

Christian_ 

23,000 

Lincoln ... 

32.000 

Clark_ 

30.000 

Linn__ 

30.000 

Clay_ 

38,000 

Livingston . 

32,000 

Clinton ... 

38,000 

McDonald . 

20.000 

Ck)le __ 

30,000 

Macon ..... 

30. 000 

Cooper 

33.000 

Madison__ 

20,000 

Crawford 

21,000 

Maries .... 

20,000 

Dade ___ 

24,000 

Marion .... 

30,000 

DaUas_- 

20,000 

Mercer .... 

29,000 

Daviess_ 

82,000 

Miller_ 

20, 000 

De Kalb__ 

33,000 

Mississippi. 

40,000 

Dent_ 

20,000 

Moniteau .. 

30,000 

Douglas ... 

20.000 

Monroe .... 

30,000 


Missouri— Continued 



ilpera^e 


Average 

County 

value 

County 

value 

Montgomery 

$30,000 

St. Clair .— 

$24,000 

Morgan .... 

23,000 

St. Francois 

23,000 

New Madrid 

40,000 

Ste. Gene¬ 


Newton .... 

30,000 

vieve .... 

30,000 

Nodaway .. 

38,000 

St. Louis_ 

33,000 

Oregon .... 

20,000 

Saline__ 

88,000 

Osage _ 

30,000 

Schuyler .. 

30,000 

Ozark_ 

20.000 

Scotland_ 

30. 000 

Pemiscot .. 

40. 000 

Scott_ 

40,000 

Perry__ 

30.000 

Shannon .. 

20,000 

Pettis_ 

30,000 

Shelby_ 

30,000 

Phelps_ 

20.000 

Stoddard_ 

40,000 

Pike _ 

32,000 

Stone_ 

20,000 

Platte _ 

38,000 

Sullivan .. 

29,000 

Polk _ 

30,000 

Taney _ 

20.000 

Pulaski 

20,000 

Texas _ 

20, 000 

Putnam__ 

29.000 

Vernon .... 

30.000 

Ralls_ 

30,000 

Warren .... 

30,000 

Randolph . 

30,000 

Washington 

21,000 

Ray_ 

36. 000 

Wayne_ 

20, 000 

Reynolds_ 

20. 000 

Webster_ 

21,000 

Ripley . 

22. 000 

Worth__ 

33,000 

St. Charles . 

33.000 

Wright .— 

20,000 


(Sec. 41, 50 Stat. 528, as amended; 7 U. S. C. 
1015) 


Dated: August 23,1957. 

[SEAL] H. C. Smith, 

Acting Administrator, 
Farmers Home Administration, 

[P. R. Doc. 67-7072; Piled, Aug. 28, 1957; 
8:46 a. m.] 


Chapter IV—Commodity Stabilization 
Service and Commodity Credit Cor¬ 
poration, Department of Agricul¬ 
ture 

Subchapter B—Loans, Purchases, and Other 
Operations 

(1957 C. C. C. Grain Price Support Bulletin 
1, Supp: 1, Arndt. 2, Grain Sorghums) 

Part 421 —GiIains and Related 
Commodities 

Subpart— 1957-C r o p Grain Sorghums 
Loan and Purchase Agreement 
Program 

support rates 

The regulations issued by the Com¬ 
modity Credit Corporation and the Com¬ 
modity Stabilization Service published 
in 22 F. R. 3216,3379 and 5977 containing 
the specific requirements for the 1957- 
crop grain sorghums price support pro¬ 
gram are hereby amended as follows: 

Section 421.2433 (c) (1) is amended 
by adding to the list of basic county sup¬ 
port rates the following: 

Michigan 

County and Rate per Hundredtoeight {No, 
2 or Better) 

AU counties_ $1.75 

(Sec. 4, 62 Stat. 1070, as amended; 15 U. S. C. 
714b. Interprets or applies sec. 5, 62 Stat. 
1072, secs. 301, 401, 63 Stat. 1053. 1054, as 
amended; sec. 308, 70 Stat. 206; 15 U. S. C. 
714c; 7 U. 8. C. 1447,1421) 

Issued this 23d day of August 1957. 

(sEALl Clarence L, Miller, 

Acting Executive Vice President, 
Commodity Credit Corporation, 

[P. R. Doc. 57-7095; Filed, Aug. 28, 1957; 
8:51a.m.] 


(1957 CCC Ckitton BuUctin 1. Admt. 2] 
Part 427— Cotton 

Subpart —1957 Cotton Loan Program 

SCHEDULE OF BASE LOAN RATES BY COUNTIES 
FOR FARM-STORED UPLAND COTTON 

Correction 

In Federal Register Document 57-6824, 
appearing at page 6673 in the issue for 
Wednesday, August 21, 1957, the follow¬ 
ing changes should be made in the table 
of rates under § 427.834: 

1. In the third entry under Georgia, 
“Laurenz’' should read “Laurens**. 

2. In the last entry under Missouri, 
the rate, now reading “82.39**, should 
read “32.39**. 

3. In the third entry imder New Mex¬ 
ico, “Nora** should read “Mora**. 

4. In the fifth entry under Texas, 
“Star** should read “Starr**. 


TITLE 21—FOOD AND DRUGS 

Chapter I—Food and Drug Adminis¬ 
tration, Department of Health, 
Education^ and Welfare 

Subchapter B—Food and Food Products 

Part 37— ^FIsh; Definitions and Stand¬ 
ards OP Identity; Standards of Fill 
OF Container 

order confirming effective date for 
standard of fill of container for 

CANNED tuna AND STAYING EFFECTIVE¬ 
NESS OF PARTS OF DEFINITION AND STAND¬ 
ARD OF IDENTITY FOR CANNED TUNA 

In the matter of adopting a definition 
and standard of identity and a standard 
of fill of container for canned tuna: 

An order ruling on propasals to adopt 
a definition and standard of identity 
(§37.1) and a standard of fill of con¬ 
tainer <§ 37.3 > for canned tuna was pub¬ 
lished in the Federal Register of Febru¬ 
ary 13, 1957 (22 P. R. 892). Pursuant to 
the provisions of the Federal Food, Drug, 
and Cosmetic Act (sec. 701 (e). 52 Stat. 
1055, 70 Stat. 919; 21 U. S. C. 371 (e)) 
the order notified persons who would be 
adversely affected that they could file 
written objections to the order showing 
how they would be adversely affected, 
specifying with particularity the provi¬ 
sions of the order deemed objectionable, 
stating grounds for the objections, and 
requesting a public hearing on the objec¬ 
tions. A number of written communica¬ 
tions were submitted in response to the 
notice. Communications meeting the 
provisions of section 701 (e) of the act 
objected to the requirement in the iden¬ 
tity standard that the words *‘ln water” 
be included in the name of the food when 
water Is used as the packing medium. 
Other communications meeting the pro¬ 
visions of section 701 (e) of the act ob¬ 
jected to the requirement in the identity 
standard calling for label declaration of 
tuna darker than Munsell value 5.3 as 
“dark tima.** It will be necessary to hold 
a public hearing on whether the words 
**in water’* are to be included in the name 
of the food when water is used as the 
packing medium and what label declara¬ 
tion shall be used to designate tuna 
darker than Munsell value 5.3. 
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Some communications were received 
which failed to comply with section 701 
(e) of the act and accordingly they do 
not have the effect of objections within 
the meaning of that section—that is. 
they do not require staying the effective¬ 
ness of any provisions of standards 
promulgated by the order and they do 
not raise issues for a hearing. A number 
of persons filed objections requesting 
that various species of fish be included in 
the class known as tuna. Evaluation of 
these objections shows that all the spe¬ 
cies mentioned in the objections (except 
for a request to include bonito) are al¬ 
ready included in the standard as tuna, 
under different names. Since the fish 
referred to are already included, those 
filing objections have shown no adverse 
effect, and a hearing upon such objec¬ 
tions would serve no useful purpose. The 
person requesting that bonito be classed 
as tuna did not request a public hearing, 
nor did he show reasonable grounds for 
classifying bonito as tuna. For these 
reasons, the objections concerning the 
species of fish classified as tuna will not 
operate to stay the effectiveness of that 
portion of the order and no hearing will 
be held concerning what fish will be clas¬ 
sified as tuna. 

No communications were filed object¬ 
ing to provisions of the fill of container 
standard for canned tuna (§ 37.3), pub¬ 
lished in the Federal Register February 
13, 1957 (22 P. R. 892), and the order 
promulgating those regulations became 
effective August 13.1957. 

The order published in the Federal 
Register of February 13,1957, announced 
that the effective date for the definition 
and standard of identity for canned tuna 
(§ 37.1) would be one year after publica¬ 
tion in the F*ederal Register, and that 
the effective date for the standard of fill 
of container for canned tuna (5 37.3) 
would be 90 days after publication in the 
Federal Register. An order which was 
published May 2, 1957 (22 F. R. 3106>. 
extended the effective date for the stand¬ 
ard of fill of container for canned tima to 
August 13.1957. 

Now, therefore, pursuant to the au¬ 
thority vested in the Secretary of Health. 
Education, and Welfare by the Federal 
Pood. Drug, and Cosmetic Act (secs. 401, 
701, 52 Stat. 1046, 1055, as amended 70 
Stat. 919; 21 U. S. C. 341, 371) and dele¬ 
gated to the Commissioner of Food and 
Drugs by the Secretary (22 P. R. 10451; 
It is ordered. That: 

The regulations establishing a def¬ 
inition and standard of identity for 
canned tuna (§ 37.1) as published in the 
Federal Register of February 13. 1957 
(22 P. R. 892), shall go into effect on 
February 13, 1958. except as to the pro¬ 
visions stayed as follows: 

The provision of the definition and 
standard of identity for canned tuna 
(§37.1), requiring that the words “in 
water“ are to be included in the name 
of the food when water is used as the 
packing medium and the requirement 
for label declaration of tuna darker than 
Munsell value 5.3 as “dark tuna" are 
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stayed to the extent that they would 
cause to be deemed to be misbranded 
under section 403 (g) of the act canned 
tuna that in all respects except as to 
these labeling provisions complies with 
the definition and standard of identity. 
This stay shall continue until final ac¬ 
tion is taken, disposing of the objections 
after public hearing thereon. 

Notice of a public hearing to receive 
evidence on the provisions of the identity 
standard which were stayed by the filing 
of objections will be announced by pub¬ 
lication in the Federal Register. 

(Sec. 701. 52 Stat. 1055 as amended; 21 
U. S. C. 371. Interpret or apply sec. 401, 52 
Stat. 1046; 21 U. S. C. 341) 

Dated: August 23, 1957. 

[seal] John L. Harvey, 

Deputy Commissioner 
of Food and Drugs, 

(P. R. Doc. 57-7076; Piled, Aug. 28. 1957; 
8:47 a. m.] 


Subchapter C—Drugs 

Part 141a—P enicillin and Penicillin- 
Containing Drugs ; Tests and Methods 
OF Assay 

Part 141b—S treptomycin (or Dihydro¬ 
streptomycin) AND Streptomycin- (or 
Dihydrostreptomycin-) Containing 
Drugs; Tests and Methods op Assay 

Part 141e—B acitracin and Bacitracin- 
Containing Drugs ; Tests and Methods 
OF Assay 

Part 146—General Regulations for the 
Certification of Antibiotic and Anti¬ 
biotic-Containing Drugs 

miscellaneous amendments 

Under the authority vested in the 
Secretary of Health, Education, and Wel¬ 
fare by the Federal Food, Drug, and Cos¬ 
metic Act (sec. 507, 59 Stat. 463, as 
amended; sec. 701, 52 Stat. 1055, as 
amended: 21 U. S. C. 357, 371) and dele¬ 
gated to the Commissioner of Food and 
Drugs by the Secretary (22 F. R. 1045), 
the regulations for te^ts and methods 
of assay and certification of antib iotic 
and antibiotic-containing drugs (21 CFR 
Parts 141a. 141b, 141e. 146; 21 CFR. 1956 
Supp., 141a.90) are amended as indicated 
below: 

1. Section 141a.90 (a) (2) is amended 
to read as follows: 

§ 141a.90 Crystalline penicillin-strep- 
tomycin-polymyxin-oxytetracycline-car- 
bomycin powder veterinary; • • ♦ (a) 

Potency. • • • 

(2) Oxytetracycline content. To an 
aliquot of the clear methanol solution 
prepared as directed in subparagraph 
(1) of this paragraph, add sufiQcient 
penicillinase to completely inactivate 
the penicillin and then dilute with suf¬ 
ficient 0.1 M monopotassium phosphate 
buffer. pH 4.5, to obtain a concentration 
of 0.24 microgram per milliliter (esti¬ 
mated) and proceed as directed in 
§ 141C.218 (a) of this chapter, except 
use the oxytetracycline working stand¬ 
ard (obtained from the U. S. P. Refer¬ 


ence Standards Committee. 46 Park 
Avenue, New York 16, N. Y.) as the 
standard of comparison. Its content of 
oxytetracycline is satisfactory if it con¬ 
tains not less than 85 percent of the 
number of milligrams that it is repre¬ 
sented to contain. 

2. Section 141b.ll2 (b) (1) (iii) is 
amended to read as follows: 

§ 141b.ll2 Streptomycin-polymyxin- 
bacitracin tablets. • • • 

(b) Polymyxin used in making the 
batch — (1) Potency. • • • 

(iii) Working standard. Weigh out a 
sufficient quantity of the working stand¬ 
ard (obtained from the U. S. P. Refer¬ 
ence Standards Committee, 46 Park 
Avenue, New York 16, N. Y.) and make 
a 10,000 units per milliliter stock solu¬ 
tion by diluting with 1 percent phosphate 
buffer, pH 6.0. This solution may be 
used for 2 weeks if kept in refrigerator. 

3. Section 141b.l26 (a) (1) (ii) (c) is 
amended to vffkd as follows: 

§ 14 lb. 126 Streptomycin-erythromy¬ 
cin ointment —(a) Ointment —(1) Po¬ 
tency. • ♦ • 

(ii) • ♦ • 

(c) Working standard. Keep the 
working standard (obtained from the 
U. S. P. Reference Standards Committee. 
46 Park Avenue, New York 16, N. Y.) at 
refrigeration in tightly stoppered vials, 
which in turn are kept in larger stop¬ 
pered vials containing a suitable desic¬ 
cant. Dry 30 milligrams to 50 milligrams 
of the standard as described in § 141a.5 
(a) pf this chapter. Dissolve the weight 
of dry working standard in sufficient 
methyl alcohol to give a concentration 
of 10,000 micrograms per milliliter. 
Further dilute with 0.1 M potassium 
phosphate buffer, pH 7.8 to 8.0, to give a 
stock solution of 1,000 micrograms per 
milliliter. This stock solution may be 
kept under refrigeration for 1 week. 

4. Section 141e.410 (b) (1) (Ui) is 
amended to read as follows: 

§ 141e.410 Bacitracin-neomycin tab¬ 
lets; • • • 

(b) Neomycin used in making the tab¬ 
lets —(1) Potency. • • ♦ 

(iii) Working standard. Dry the work¬ 
ing standard (obtained from the U. S. P. 
Reference Standards Committee, 46 Park 
Avenue, New York 16, N. Y.) for 3 hours 
at 60* C. and a pressure of 5 millimeters 
or less and weigh out a sufficient quan¬ 
tity to make a convenient stock solution 
by diluting with a 0.1 Af potassium phos¬ 
phate buffer, pH 7.8 to 8.0. The stock 
solution, when stored at a temperature of 
approximately 15* C., or less, may be 
used for a pericxi not exceeding 1 month. 

5. In § 146.26 Animal feed containing 
penicillin • ♦ paragraph (b) (21> is 
amended in the following respects: 

a. Subdivision (v) is redesignated as 
(vi) and the following new subdivision 
(V) is inserted between subdivision (iv) 
and renumbered (vi): 

(v) It is also intended for the pre¬ 
vention or treatment of the diseases of 
poultry specified in subparagraph (15) of 
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this paragi*aph, it contains dienestrol 
diacetate in the amounts and imder the 
conditions set forth in subdivision (i) of 
this subparagraph, and it contains fura¬ 
zolidone in the amounts specified in sub- 
paragraph (15) of this paragraph. 

b. In renumbered subdivision (vi) the 
words "and (iv)" are changed to read 
", (iv) , and (v) 

Notice and public procedure are not 
necessary prerequisites to the promul¬ 
gation of this order, and I so find, since 
it was drawn in collaboration with inter¬ 
ested members of the affected industry, 
since it relaxes existing requirements, 
and since it would be against public in¬ 
terest to delay providing for the amend¬ 
ments set forth above. 

I further find that animal feeds con¬ 
taining antibiotic drugs wliich conform 
with the requirements set forth in 
amendment 5 of this order need not com¬ 
ply with the requirements of sections 
502 (1) and 507 of the Federal Food, 
Drug, and Cosmetic Act in order to in¬ 
sure their safety and efiBcacy, provided 
they are used in the amounts and for 
the purposes specified in these amend¬ 
ments. 

This order shall become effective upon 
publication in the Federal Register, 
since both the public and the affected 
industry will benefit by the earliest effec¬ 
tive date, and I so find. 

(Sec. 701, 52 Stat. 1055, as amended. Inter¬ 
pret or apply sec. 607, 59 Stat. 463, as amend¬ 
ed; 21 U. S. C. 367,371) 

Dated: August 23.1957. 

[seal] John L. Harvey, 

Deputy Commissioner 
of Food and Drugs, 

(P. R. Doc. 67-7077; Filed, Aug. 28. 1957; 

8:47 a. m.J 


TITLE 42—PUBLIC HEALTH 

Chapter I—Public Health Service, 
Department of Health, Education, 
and Welfare 

Sub<hapter F—Quarantine, Inspection, Licensing 
Part 71— ^Foreign Quarantine 
Correction 

In Federal Register Document 57-6606. 
published at page 6460 in the issue for 
Tuesday, August 13. 1957, the headnote 
for Subpart G should read: "Subpart 
G— Sanitary Inspection: Control of Ro¬ 
dents, Insects, and Other Vermin; 
Disinfection". 


TITLE 14—CIVIL AVIATION 

Chapter I—Civil Aeronautics Board 
Subchapter A—Civil Air Regulations 
(Supp. 34] 

Part 4b —Airplane Airworthiness; 
Transport Categories 

miscellaneous amendments 

The following corrections and dele¬ 
tions to Part 4b (14 CFR 4b) pertain to 


the policies on takeoff flight path, land¬ 
ing distance, trim, stability, fuel system 
operation in hot weather, induction 
anti-icing provisions, and main fuel 
pumps. These amendments are Issued 
to bring the policies in Civil Aeronau¬ 
tics Manual 4b into line with the 
amendments in Chvil Air Regulation 
Amendment 4b-2. effective August 25, 
1955 (20 F. R. 5303-5309. July 26, 1955). 

1. Section 4b. 116-2 is amended by de¬ 
leting the words "reference to" in foot¬ 
note 7. 

2. Section 4b. 116-2 (b) (2) (i) and (3) 

(i) are amended by changing the fourth 
parenthetical expression which reads 
"(feathered if automatic feathering de¬ 
vice is installed)" to read "(feathered 
if automatic feathering device is in¬ 
stalled. sec §4b.l20-l)." 

3. Section 4b. 123-2 (c) (3) is amended 
by deleting the first word. "Humidity," so 
that the sentence now reads, "Wind di¬ 
rection and wind velocity should be re¬ 
corded adjacent to the runaway at a 
height of 6 feet." 

4. Section 4b. 141-1 (b) is amended by 
changing the first sentence to read: "It 
should be possible to maintain hands-off 
lateral and directional trim when demon¬ 
strating compliance with § 4b.l41." 

5. Section 4b.142-1 (c) is revised as 
follows: 

(c) Longitudinal trim during level 
flight, § 4b.142 (c)—(1) Configuration, 
This test should be conducted in the con¬ 
figuration that follows; 

Weight—maximum takeoff. 

C. O. position—most forward and most aft. 

Wing flaps—retracted. 

Landing gear—retracted and extended. 

Engines—power required for level flight. 

Cowl flaps—appropriate for flight condi¬ 
tion. 

(2) Test procedure and required data. 
It should be possible to maintain hands- 
off longitudinal trim when demonstrat¬ 
ing compliance with § 4b.l42 (c). 

6. Section 4b. 154-1 (a) is amended by 
changing the configuration description 
for "Engines" to read: "Engines—the 
power specified in § 4b.l54 (d)." 

7. Section 4b.l55-l (a) (1) Is amended 
by changing the configuration descrip¬ 
tion for "Engines" to read: "Engines— 
the power specified in § 4b.l55 (b) (3)." 

8. Section 4b. 155-1 (a) (2) is amended 
by changing the first sentence to read: 
"The airplane should be trimmed at the 
speed for level flight with the power 
specified in § 4b.l55 (b) (3)." 

9. Section 4b. 155-1 (b) ( 1 ) is amended 
by changing the configuration descrip¬ 
tion for "Engines" to read: "Engines— 
the power specified in § 4b.l55 (b) (3)." 

10. SecUon 4b.l55-l (b) (2) is 

amended by changing the first sentence 
to read: "The airplane should be 
trimmed at the speed for level flight 
with the power specified in § 4b. 155 (b) 

(3)." 

11. Section 4b.l57-l (b) is amended 
by changing the word "may" to "should" 
in the first sentence. 

12. Section 4b.337-l (a) is rescindecL 


13. Section 4b.417-l (c) is amended 
by deleting the second and third sen¬ 
tences. 

14. Section 4b.430-l is rescinded. 

15. Section 4b.461-l (a) is amended 
by removing the word "mixture" from 
the first sentence. 

This supplement shall become effective 
September 15, 1957. 

(Sec. 205, 52 Stat. 984, as amended; 49 U. S. C. 
425. Interpret or apply secs. 601. 603, 62 
Stat. 1007, as amended, 1009, as amended; 
49 U. S.C. 551, 553) 

[seal! James T. Pyle, 

Administrator of Civil Aeronautics, 

August 22,1957. 

IP. R. Doc. 67-7075; Piled, Aug. 28, 1957; 
8:46 a. m.] 


[Supp. 13 J 

Part 6—Rotorcraft Airworthiness ; 
Normal Category 

ELECTRIC cable FOR POWER DISTRIBUTION 

This supplement sets forth design 
standards acceptable to the CAA for 
electric cables used in the power dis¬ 
tribution system of rotorcraft certifi¬ 
cated in the normal category. 

A new § 6.627-1 is added to read as 
follows: 

§ 6.627-1 Electric cable for power dis~ 
tribution iCAA policies which apply to 
§ 6.627 ). The design for power distribu¬ 
tion cable * should be such that probable 
environmental conditions • will not pro¬ 
duce hazardous deterioration of the 
cable insulation, or cause a failure of the 
conductor. Cable insulation should be 
flame-resistant and should not emit toxic 
fumes when overheated. Cable con¬ 
forming to Military Specification MID- 
W-5086 or the equivalent is acceptable 
for this specification. 

This supplement shall become effective 
September 20,1957. 

(Sec. 205. 62 Stat. 984, as amended, 49 U. S. C. 
426. Interpret or apply secs. 601, 603 , 62 
Stat. 1007 as amended. 1009 as amended; 49 
U. S. C. 651, 653) 

[seal! James T. Pyle, 

Administrator of Civil Aeronautics. 

August 23, 1957. 

IP. R. Doc. 57-7074; Piled, Aug. 28. 1957; 
8:46 a. m.] 


> Por the purpose of this section, the term 
"power distribution cable" Includes all elec¬ 
trical cable transmitting electric power from 
generators or batteries to load equipment, 
but does not include cable confined within 
metallic enclosures, such as in radio 
equipment. 

»Environmental conditions which should 
be considered: Ambient temperature range 
which may exceed design limits of the cable; 
vibration leading to abrasive wear of cable 
insulation or conductor failure: presence of 
aircraft fluids, such as oil. gasoline, or water, 
which may have detrimental effects on cable 
Insulation or increase its inflammability. 
(See § 6.620) 
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RULES AND REGULATIONS 


Chapter II—Civil Aeronautics Administration, Department of Commerce 

(Arndt. 32] 

Part 609— Standard Instrument Approach Procedures 

PROCEDURE ALTERATIONS 

The standard Instrument approach procedures appearing hereinafter are adopted to become effective when Indicated 
in order to promote safety. Compliance with the notice, procedures, and effective date provisions of section 4 of the 
Administrative Procedure Act would be impracticable and con trary to the public interest, and therefore is not required. 

Part 609 Is amended as follows: 

Note: Where the general classification (L/MFR, ADP, VOR, TerVOR. VOR/DME, ILS, or RADAR), location, and procedure number 
(If any) of any procedure in the amendments which follow, are Identical with an existing procedure, that procedure is to be substituted 
for the existing one. as of the effective date given, to the extent that it differs from the existing procedure: where a procedure is cancelled, 
the existing procedure is revoked; new procedures are to be placed in appropriate alphabetical sequence within the section amended. 

1. The very high frequency omnirange (VOR) procedures prescribed in § 609.100 (c) are amended to read in part: 

VOR Sta.vdard Instbument Appboach Pkoceoube 

BcarinRs, hesdlogs, courses and radials are magnetic. Elevations and altitudes are in feet MSL. Ceilings are in feet above airport elevation. Distances are in nautical 
miles unless otherwise indicate, except visibilities which are in statute miles. 

If an instrument approach procedure of the above type is conducted at ilte below named airport, ft shall be In accordance with the following instrument approach prootHlun'. 
unless an approtuih is conducted in accordance with a aifferent procedure for such airport authorized by the Administrator of Civil Aeronautics. Initial approaches shall be 
made over specif routes. Minimum altitudes shall correspond with those estabiishM for en route operation in the particular area or as set forth below. 


* Transition 

Ceiling and visibility minlmums 

From— 

To- 

(3our90 and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2*englne or less 

More tlian 
2englno. 
more tlian 
66 knots 

66 knots 
or k»s 

More than 
66 knots 


PROCEDURE CANCELLED, EFFECTIVE 21 SEPT 67. 


City, Dayton; State, Ohio; Airport Name, Dayton; Elov, 1008'; Fac Class, BVOR; Ident, DAY; Procedure No. 1, Arndt 2; Eff I>ate, I Apr 54; Sup Arndt No. 1; Dated, 26 Aug 51 

2. The terminal very high frequency omnirange (TerVOR) procedures prescribed in § 609.200 are amended to read in part: 

Terminal VOR Standard Instrument Afproach Procedure 

Bearings, headings, courses and radials are magnetic. Elevations and altitudes are in (bet MSL. Ceilings are In feet above airport elevation. Distances are in nautical 
miles unless otherwise indicated, except visibilities which are in statute miles. 

if on instrument approach procedure of the above type Is conducted at the below named airport, it shall he In accordance with the following Instrument approach prooe<l(ire 
unless an approach Is conducts in accordance with a different procedure for such airiKirt authorized by the Administrator of Civil Aeronautics. Initial approaches shall bo 
made over specified routes. Minimum altitudes shall correspond with those established for en route operation in the particular area or as sot forth below. 


Transition 

Celling and visibility minlmums 

From— 

To- 

Cotirso and 
distance 

Minimum 

altitude 

Ueet) 

Condition 

2^ngine or less 

More than 
2'engin<‘. 
more th in 
66 kout' 

66 knots 
or less 

More than 
65 knots 

Augusta LFR_ 

Augusta VOR - 

Direct_-- 

1700 

T-d.:__ 

mm 

400-1 

600-1 

700-1 

700-1^ 

700-1 

^2 

400-1 

800-1 

700-m 

700-Hi 

700-1 

80(h'J 




T-n. 

C-d. 

C-n_ 

8-dn-17. 

A-dn. 


Procedure turn W side of ers, 348 Oiitbnd, 1(18 Inbnd, ISOtK within 10 ml. • 

Minimum altitude over facility on final approach ers, 1100'. 

Course and distance, breakoff ixiint to app. end of rnwy 17,171®—1.0 ml. 

Tf visual cont<ict not establisheu upon descent to authorized lauding minlmums or if landing not accomplished make a climbing right turn to 1800' outbnd on R-232 Augusts 
VOR within 10 ml. 

Air Carrier Note: Night operations restricted to Runways 17-36. 

City, Augusta: State, Maine; Airport Name, State; Elev. 357': Fac Class, BVOR’Ident, AUO: Procedure No. TerVOR-17, Arndt 1; Eff Date, 21 Sept 67; Sup Arndt No. Orig; 

Dated. 24 July 64 


Augusta LFR_ 

Augusta VOR-....................... 

Direct.. 

1700 

T-d. 

400-1* 

400-1 

400-1 





T-n 

600-1 

600-1 

600-1 





C-d. 

000-1 

600-1 

600-IH 





C-n.. 

600-1)4 

000-1)4 

eoo-Ui 





S-dn-26_ 

600-1 

600-1 

600-1 





A-dn. 

800-2 

800-2 

800-2 


Procedure turn N side of ers, 086 Outbnd, 266 Inbnd, lOOCK within 10 miles. 

Minimum altitude over facility on final approach ers, 1000'. 

Crs and distance, breakoff point to app. end of rnwy 26, 260®—1.0 mi. 

If visual contact not established upon descent to authorized landing minlmums or if landing not accomplished climb to 1800' on R-232 Augusta VOR within Id ml 
Air Carrier Notes: Night operations restricted to Runways 17-36. Stralgbt>ln minlmums not authorized on Rnwy 26. 

City, Augusta: State. Maine; Airport Name. State: Elov,367'; Fac Class, BVOR; Ident, AUO; Procedure No. 'rerVOR-26, Arndt 1; Eff Date, 21 Sopt 67; Sup Arndt No. Orig; 

Dated, 24 July 64 
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Terminal VOR Standard Instrument Aitboach Pboceduri:— Contlnned 



Transition 



Colling and visibility minlmums 



Course and 

Minimum 


2*eDgino or less 

More than 
2-eiigine, 
more than 
65 knots 

~ From— 

To- 

dJstanoo 

altitude 

(feet) 

Condition 

65 knots 
or less 

More than 
65 knots 

AMi'tflrta . .. . _T_ 

Augusta VOR_ _ 

Direct_ 

1700 

T-d. 

4nn-t 

400-1 

500-1 

000-1 

600-U4 

600-1 

800-2 

!!!!!! 

tiff's: 




T-n_ 

C-<L.__ 

-- 

8-dtt-3fci*—^ 
A-dn _ 

iiiiii 


Procedure turn E side of crsu 174 Outbnd, 351 Inbnd, lOOO' wlthio 10 mi. 

MUilmum altitude over facility on final approach crs, 1000^. 

Crs and distance, breakofT point to app. end of mwy 35,351*—ijO mi. 

If visual contact not ostablislied upon descent to autliorizcd landing minlmums or if iiuiding not accomplislicd make a climbing right turn to 2300* on R-fi70 Augusta VOR 
within 10 mi. 

Air Carrier No'tx: Night operations rcstrictod to Ronvra 3 rs 17-35. 

City, Atigusta; State, Maine; Airport Name, State; Eicv, 357'; Fao Class, BVOR; Indent, AUQ; Prooedurc No. TcrVOR-35, .\mdt 1; Eff Date, 21 Sept 57; Sup Amdt No, 

Orig; Dated, 24 July 54 

3. The instrument landing system procedures prescribed in § 609.400 are amended to read in part: 

ILS Standard Instrument Approach Procedurk 

Bearings, headings, courses and radials are magnetic. Elevations and altitudes ore In fcot MSL. Ceilings are in feet above airport elevation. Distances are In nautical 
miles unless otherwise indicated, except visibilities which are in statute miles. 

If an instrument approach procedure of tbe above type is conducted at the beiow named airport. It shall be in accordance with the following instrument approach procedure, 
unless an approach is conduct^ in accordance with a dllTcrent procedure for such air|)ort auUiorteed by the Admlnistrutor of Civil Aeronautics. Initial approacbes shall be 
made over specified routes. Minimum altitudes shall correspond with those established for en route operation in tbe particular area or as set forth below. 


Transition 

C^ing and visibility minlmums 

From— 

To— 

Course and 
distance 

Minimum 

altitude 

(toet) 

Condition 

2^nglne or less 

More than 
2-englne. 
more tluui 
65 knots 

65 knots 
or less 

More than 
65 knots 

rimttanoogA VOU. ^ - 

ILS LOM _ 

Direct.. 

Direct.. 

2300 

2200 

3400 

3400 

3400 

2900 

2900 

T-iln 

il ii ii 

300-1 

70O-l>4 

300-?| 

500-1 

700-2 

800-2 

200-14 

700-2 

300-M 

500-1 

700-2 

800-2 

('himniAuim _. _ 

CQN MHW _ 

r-dn.. 

Bridgeport Int___ 

C'<xilmont Int _ 

CQN MHW. 

CQN MHW. 

CQN MHW _ 

Direct. 

Direct.. 

Dimrl_, _- 

-8-dn-19*; 

ILS_ 

ADF.. 

(nMirgetAwn _ 

CQN MHW_ ._ 

Direct__ 

A-dii: 

ILS.. 

ADF. 

t'randall Int_ ^ _ 

CQN MHW __ _ 

Direct. 





Take^fl on mys 14-32 N. A. with less than 300-1. 

Procedure turn E side of N ers, 015 Outbnd, 105 Inbnd, 2500^ within 10 mi of CQN. (Nonstandartl due to terrain.) 

Minimum altitude at O. 8. Int inbnd 2500* ILS; minimum altitude over CQN MHW inbnd final 2500^ ADF; over LOM inbnd final 1900 ADP. 

Altitude of O. S. anti distance to approach end of my at CON. 2500'—7.7; at OM. 1900'—4.1; at MM. «W>'-0.6. 

If visual contact not established upon descent to authorized landing niinimums or if landing not accomplished climb to 3300' on S era ILS or 7.7 mi after passing CQN RBn 
(A I )F). climb to 3300' on ers of 195* within 20 mi.. 

Notr: *500-^4 required when glide slope not utilized. No approach lights. 

Air Carrier Notr: Application of sliding scale to straight-lu minima NA. 

City, Chattanooga; State, Term; Airport Name, liOvell Fid; Kiev, Fac Class, n^S-ICIIA; Ident. MHW-CQN; Procedure No. 1L8-19, Amdt 5, Comb ILS and ADF; 

Kfl Date, 21 Sept 57; Sup Amdt No. Proo. No. 1, Amdt 4; Dated, 4 May 57 


Rndar transition to ILS NE ers to be oon- 
diictod in oecordauice with estobiished 
"tirvciManoc lyattcms (or Runway 23R. 
i't idiom KBn_ 





T-dn_ 

300-1 

300-1 




C-dn: 






ILS_ 

400-1 

500-1 

4 mile Radar fix (final). 

Direct...._ 

• 1600 

ADF...... 

700-1 

700-1 




8-dn,2aR. ILS.. 

. 400-1 

400-1 




A-dn, ILS and 

800-2 

800-2 



- 

ADF. 




200-14 

500-114 

70f>-114 

400-1 

WO-2 


Prooedurc turn N side NE ers, 054 Outbnd, 234 Inbnd, 2500' within 10 miles of Stadium RBn. 

.Vo glide slope or markers. Minimum altitude over Stadium RBn inbnd final, 2000' ADF. Minimum altitude to 4 mile fix 2000' without Stadium RBn. Descend to 
landing minlmums after (passing 4 mile fix. as determined by survetUanoe radar. 

If visual contact not established D|x>n descent to authorired landing minimum.^ or If landing not acoomplisbed within 4 mi after passing radar fix or 8 ml after RBn, dlmb 
to ::200' (oral higher altitude when reque^sted by ATC) tm SW ers ILS or 334* from Stadium RBn to LOM. No glide slope and no altitude information given on final apprcKicb 
U'lween ASR 4 ml fix and air|K>rt imiess requested. 

Note: Tbe following radar transition altitudes are applicable to all procedures; S. NW, and N quadrants of Cleveland LFR within 10 ml 3000', within 30 ml 3000* In SE 
quadrant within 30 mi 3000' in all quiulrants in aocordauoe with establislicd radaor patterns. 

Cautiok; lOTO* TV towers apiNoximately 6 ml ESK of olrporL 


City, Cleveland; State, Ohio; .\lrport Name, Cleveland-Hopkins; Kiev, 789'; Fac Class, ILS; Ident, CLE; Procedure No. ILS-23R, Amdt 4, Comb ILS-ADF; 

EfT Date, 21 Sept 57; Sup Amdt Na Proc No. 2.3; Dated, 12 Nov. 55 


l>avton VOR _. . _ _ 

Y^O m m m 

Direct_....... 

2300 

T-dn _ _ 

aoo-i 

aoo -1 

20O-H 

500-1)4 

Wrichl-Paiterson LFR. 

I.OM , _ • 

Direct........._ 

3000 

C-dn 

400-1 

500-1 

ers Columbus LFR is, 1L8 NE ers or 

LOM_ _ 

DIxecC. 

2300 

B-dn-6*: 

hmg 286 to LOM. 

hlhoriy Int-_ _ _ _ 



IIJ? _ 

30O-»4 

400-1 

200-14 

400-1 

200-15 

400-1 

T.OM _ 

Direct............. 

2300 

AOP 

Wi-st AlemidriA Int n.Si___ _ 

LOM (final) _ 

Direct___... 

2300 

A-dn: 

'Vest Afexandrla Int ADF....,... 

LOM (final). 

Direct.. 

1700 

ILS. 

600-2 

600-2 

600-2 



ADF _ 

800-2 

8UO-2 

800-2 


•400-?4 requlrcyl with glkle slope inoperalive. 

lint W ers Wrtght Patterson LfR and SW ers ILS or brng 056 to LOM. 

Procedure turn W side SW ers. 236 Outbnd, 0.56 Inbnd, 2300' within 10 ml. 

Minimum altitude at glide $loi>e int Inbnd: 2300' ILS. Min. Alt. ovit LOM Inbnd Anal—1700' ADF. 

Alt. of glide slope ami distance to approach end of rny at OM—2270'—3.8; at MM—1235—0.6. 

If visual contact not ostablLshed upon descent to authorized landing mini mums or If landing not accomplished within 3,8 mi after passing LOM (ADF), dlmb to 2200' on 
360 CIS from TIpp City MHW within 10 mi. 

City, Dayton; State, Ohio; Airport Nome, Dayton; Kiev, loos'; Fac Class, ILS-DAY; Ident. LOM-DA; Procedure No. IL8-6, Amdt 12, COmb ILS-ADF; Eff Dale, 21 Sept 

57; Sup Amdt No, Proc No. 1, Amdt 11; Dated, 17 Nov 56 
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RULES AND REGULATIONS 


ILS Standard Instbuicrnt Approach Procedurb— Continued 


Transition 

Gelling and visibility mlnimums 



C^ourse and 
distance 

Minimum 


2'Cngine or loss 

More than 
2Hmglno, 
more than 
66 knots 

From— 

To- 

altitude 

(foot) 

Condition 

66 knots 
or less 

More than 
65 knots 

Dftjrten VOR __ T _ 

TPn MTTW.._ _ 

DlrATt_ 

2200 

T-dn. 

300-1 

300-1 

200-Vi 

Wrlght-PfttkftT.son LFR.._ _ 

TPG MHW ,_ 

Direct.-.. 

2300 

O-dn. 

4U0-1 

600-1 

fiOO-lH 

8|>rlngflcld .VIHW. 

TPO MHW. 

Direct.. 

2300 

S-<ln-24: 

Int W crs Columbus LFR and ILS NE crs 
or 236 brng to 'Tlpp City MllW, 

TPG MHW (final). 

Direct_ 

17U0 

ILS. 

400-1 

400-1 

400-t 



ADF. 

A-dn. 

400-1 

800-2 

400-1 

800-2 

400-1 

800-2 







Proeedure torn N side NE crs (back crs ILS) 056 Outbnd, 236 Inhnd, 2200' within 10 ml of Tlpp City MHW. 

No slide slope or markers. Alt. over Tlpp City MilW 1700^. Distance Tlpp ('Ity to Rny 24,4.0 mi. . ^ 

If visual contact not established upon descent to atithorlxod landing mlnlmuJiis or if landing not accomplished within 4.0 ml, climb to 2300^ on 6 W crs ILS or 236 brng Outbnd 
from Tlpp City MHW within 10 ml. 

Note: Provision for inoperative ILS components not applicable. 

City, Dayton; State, Ohio; Airport Name, Dayton; Elev, IOCS'; Fac Class. IL8-DAY; Ident, MHW-TPC; Procedure No. ILS-21, Arndt 2, Comb ILS-ADF; Eli Dale. 21 

Sept 57; Sup Arndt No. Proo No. it Arndt 1; Dated, 1 Apr 54 

4. The radar procedures prescribed in § 609.500 are amended to read In part: 

Radar Stakdaro Instrument Approach Procediuie 


Bearings, headings, courses and radials are magnetic. Elevations and altitudes are In foot, M8L. CeUings are In feet above airport olcvatlon. Distances are in nautical 
miles' unless otherwise in<licated, except visibilities which are in statute miles. 

If a radar instrument approach Is conducted at the below named airport, it shall be In accordance with the following instnunent procedure, unless an approach Is conducted 
In accordance with a dlflcrent procedure for such airport authorized by the Administrator of Civil Aeronautics. Initial apiiroocbcs .sliull be made over specified routes. Mini¬ 
mum altltude(s) shall correspond with those established for eii route oueration in the particular area or as set forth below. Positive identification must be established with 
the radar Controller. From initial contact with radar to final authorized landing mlnlmums, tlie Instructions of the radar controller are mandatory except when (A) visual con¬ 
tact estnblislied on final approach at or before descent to tlte authorized landing ralnlmtuns, or (B) at pilot's discretion if it appears desirable to discontinue the approach, 
except whwjn the r^ar oontrollor may direct otherwise prior to final approach, a miss^ anproacli shall be executed as provUle<l below when (A) communication on final apiwoacii 
Is lost for more than 5 seconds during a precision approach or for more than .30 seconds during a surveillance approach; (B) directed by radar controller; (O) visual contact is 
not established upon descent to autborixod landing mliiimums; or (D) if landing Is not aooompUshed. 


Radar terminal area maneuvering sectors and altitudes 


From 

To 

Dlst. 

Alt. 

Dist. 

Alt. 

Dist. 

Alt. 

Dist. 

Alt. 

Dist. 

Alt. 

Dist. 

Alt. 

CondlMon 

2-cngino or less 

More than 
2-ongint‘, 
more than 
65 knots 

65 knots 
or less 

More than 
65 knots 

0 

240 

220 

.360 

220 

240 

15 

#3000 











Surveillance approach 

25 

25 

3000 

4000 



















T-dn. 

iii i 

iii i 

aoo-D 

500-Ha 
400-1 

800-2 











C-dn. 

8-<ln-2L, 

20 R*. 23. 

A 


Coiling and visibility mlnlmums 


Radar terminal area transition altitudes—nil bearings are from radar site with .sector azimuths progressing clockwise. 

w’hen radar provides .3 mi se|>aration from radio and TV towers 8 mi SW, 5 mi VV and 0 mi N W of air|)ort. 

^Maintain at least 1400' until 2.5 mi of runway end. 

If visual mntact not ostabllshed upon desauit to authorize*! landing mlnlmums or If landing not accomplished: Runway 2L: Climb to 2000' on N crs Ior on crs of 015 
from LOM within im mi., or when directed by ATC, turn right, climb to 3000' on NE crs LFR within 20 mi. Runways 20 or ZI: Climb to 2500' on 8 ors IL8 witliin 20 ml, or 
w lien directed by ATO, climb to 3000' on 8W crs LFR within 20 mi. 

Air Carrier Note: Takeoff with less than 200-W on Runway 15, N.A. 

City, Nashville; State, 'Tenn; Airport Name, Berry Field; Kiev, 600'; Fac Class, Nashville: Ident. Radar; Procedure No. 1, -Vmdt 1; EIT Date, 21 Sept 57; Sup Arndt No. Orig; 

Dated, 31 Aug 57 or com. of facility 


006 

020 

6 

1600 

10 

2500 

15 

.3000 

20 

3000 

25 

3000 



Survcillanee annroach 


020 

095 

6 

1600 

10 

2500 

15 

4000 

20 

5500 

25 

6500 







095 

112 

6 

1600 

10 

2000 

15 

2000 

20 

5500 

25 

6500 



T-dn.._....... 

300-1 

300-1 

300-H- 

112 

125 

6 

1600 

10 

2000 

15 

2000 

20 

2000 

25 

4000 



C-dn. 

500-1 

500-1 

500-1 f 2 

125 

150 

5 

1600 

10 

1700 

15 

2000 

20 

2000 

25 

4000 



8-dn, 16-.34. 

400-1 

400-1 

400-1 

m 

205 

5 

1600 

10 

1700 

16 

2000 

20 

2000 

25 

4000 



8-dn, 2-20. 

500-1 

500-1 

600-1^3 

205 

250 

5 

1900 

10 

1900 

15 

2000 

20 

2000 

25 

2000 



A-dn. 

800-2 

800-2 

800-2 

250 

290 

5 

1900 

10 

IWX) 

15 

2000 

20 

3500 

25 

3500 







290 

305 

5 

1900 

10 

1900 

15 

2000 

20 

2000 

25 

3000 








328 

5 

1600 

10 

1600 

15 

2000 

20 

.3000 

25 

3000 







.328 

006 

5 

1600 

10 

1600 

15 

2000 

20 

3000 

2S 

3000 








Radar terminal area transition altitudes—all hearings are from tl»© mdar site with sector azimuths progresiilng clockwi.^e. 

If visual contact not estahllshed u|K>n descent to authorize*! lamiing minimuxns or if landing not accomplished: Runways 2 and 34 climb to 2000' on NW crs Seattle LFR 
297* Outbnd within 25 miles of station. Runways 16 and 20, climb to 2000' on 158* Outbnd crs Seattle LOM within 8 mi of station. Alternate Missed Approach: All run¬ 
ways, when requested by ATG, climb to 2000' on R-230SEA-VOR within 20 ml of station. 

City, Seattle; State, Wash; Airport Name, Seattle-Taooma lot; Elev, 424': Fac Class, 8ealUe-Tacoina;'Ident. Radar; Prooo<ltirc No. 1, Arndt 2; Efl Date, 21 Sept 57; Sup Anidt 

No. 1; Dated, 17 Mar 56 

These procedures shall become effective on the dates indicated on the procedures. 

(Sec. 205, 62 Stat. 984, as amended: 49 U. S. C. 425. Interpret or apply sec. 601, 52 Stat. 1007, as amended; 49 U. S. C. 551) 

[SEAL] James T. Pyle, 

Administrator of Civil Aeronautics. 

August 20, 1957. 

|F. R. Doc. 57-6997: FUed, Aug. 28. 1957; 8:45 a. m.] 
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TITLE 17—COMMODITY AND 
SECURITIES EXCHANGES 

Chapter I — Commodity Exchange 
Authority (including Commodity 
Exchange Commission), Depart¬ 
ment of Agriculture 

Part 1 — General Regxtlations Under the 
Commodity Exchange Act 

APPLICATIONS 

By virtue of the authority vested in the 
Secretary of Agriculture under the Com¬ 
modity Exchange Act. as amended (7 
U. S. C. 1952 ed. §§ l-17a). § 1.10 of Part 
1. Chapter I, Title 17, Code of Federal 
Regulations (17 CFR 1.10), is hereby 
amended to read as follows: 

§ 1.10 Applications for registration re¬ 
quired on prescribed forms; financial 
statements of futures commission vier^ 
chants; registration suspended or re* 
voked for willful misrepresentation, (a) 
Application for registration as futures 
commission merchant shall be made on 
Form 1-R. Application for registration 
as floor broker shall be made on Form 
2~R. Each application shall be executed 
and filed in accordance with the instruc¬ 
tions appearing on the prescribed form. 

(b) Every application for registration 
as futures commission merchant other 
than an application necessitated solely 
by reason of a change in the name of the 
registrant shall be accompanied by the 
applicant’s latest statement of financial 
condition. If such statement is as of 
date more than 6 months prior to the 
date application is filed, the applicant 
shall file within 3 months following 
registration a statement of financial con¬ 
dition as of a date not more than 6 
months prior to the date of filing such 
statement: Provided, That, for good 
cause shown, the Act Administrator may 
extend for a reasonable period the time 
for filing any statement of financial con¬ 
dition required under the provisions of 
this section. 

(c) Every financial statement shall 
bear the certification of the applicant in 
the following form, to wit: 

Applicant represents that all Information 
contained or incorporated In this financial 
statement is true to the best of applicant's 
knowledge and belief. 

Dated at__ the __day of__ 19 __ 

(d) Willful misrepresentation or con¬ 
cealment by the applicant (or regis¬ 
trant) of any material fact in an appli¬ 
cation for registration or in any state¬ 
ment supplemental thereto shall consti¬ 
tute cause for the suspension or revo¬ 
cation of registration. 

The effect of tliis amendment is to 
liberalize the existing requU’ements per¬ 
taining to the filing of financial state¬ 
ments by applicants for registration as 
futures commission merchant. 

Since this amendment will operate to 
liberalize existing requirements and will 
not adversely affect the public, it is 
hereby found that notice and public pro¬ 
cedure under section 4 of the Adminis¬ 
trative Procedure Act are unnecessary, 
and that this amendment should be 
made effective within less than 30 days 
after publication in the Federal Register. 


(Sec. 8a. as added by sec. 10, 49 Stat. 1500; 
7 U. S. C. 12a) 

This amendment shall become effec¬ 
tive upon publication in the Federal 
Register. 

Issued: August 26, 1957. 

[seal] Don Paarlberg. 

Assistant Secretary. 

[F. R. Doc. 67-7096; Piled, Aug. 28. 1957; 
8:51 a. pi.] 


TITLE 9—ANIMALS AND 
ANIMAL PRODUCTS 

Chapter I—Agricultural Research 

Service, Department of Agriculture 

Subchapter F-1—Animal Breeds 

Part 151— Recognition op Breeds and 
Books of Record of Purebred Animals 

pedigree certificate 

On July 10. 1957, there w^as published 
in the Federal Register (22 F. R. 4862) a 
notice with respect to a proposed amend¬ 
ment of § 151.4 of Title 9, Code of Federal 
Regulations. After due consideration of 
all relevant material submitted in con¬ 
nection with the notice, and pursuant to 
the provisions of paragraph 1606 of sec¬ 
tion 201 of the Tariff Act of 1930, as 
amended (19 U. S. C. 1201. par. 1606), 
said § 151.4 is hereby amended to read as 
follows: 

§ 151.4 Pedigree certificate. A pedi¬ 
gree certificate for an animal of a breed 
listed in § 151.9, issued by the custodian 
of the appropriate book of record listed 
in said section and on which there has 
been entered, in accordance with the 
rules of entry of the registry association, 
a complete record of transfers of own¬ 
ership from the breeder to and including 
the United States importer, or a complete 
record of transfers of ownership from the 
breeder to and including the person who 
owns the animal when it is imported into 
the United States and the name of the 
United States Importer, shall be fur¬ 
nished by the importer or his agent to 
the inspector at the time of examination 
of the animal as provided in § 151.7. 
Following examination of the animal, the 
importer or his agent shall present the 
pedigree certificate to the Division at the 
time of making application for a cer¬ 
tificate of pure breeding as provided in 
§ 151.3. The Division will later return 
the document to the party who submitted 
it. A verbatim translation of the de¬ 
scription relating to color and markings 
shall appear in English in the pedigree 
certificate for the animal or in a separate 
certificate appended to the pedigree 
certificate. 

Effective date. The foregoing amend¬ 
ment shall become effective upon publi¬ 
cation in the Federal Register. 

This amendment relieves certain re¬ 
strictions with respect to the transfers 
of ownership which must be shown on a 
pedigree certificate furnished by the 
importer or his agent to the Department 
in connection with an application for a 
certificate of pure breeding under para¬ 
graph 1606 of section 201 of the Tariff 
Act of 1930. Accordingly, under section 


4 of the Administrative Procedure Act 
(5 U. S. C. 1003), the amendment may be 
made effective less than 30 days after 
publication in the Federal Register. 

(Par. 1606, 46 Stat. 673, as amended; 19 
U. S. C. 1201, Par. 1606) 

Done at Washington, D. C., this 23d 
day of August 1957. 

[seal] M. R. Clarkson, 

Acting Administrator, 
Agricultural Research Service. 

[P. R. Doc. 57-7094; Filed. Aug. 28. 1957; 
8:51 a. m.| 


TITLE 43—PUBLIC LANDS: 
INTERIOR 

Chapter I—Bureau of Land Manage¬ 
ment, Department of the Interior 
Subchopler L—Mineral Lands 
(Circular 1083] 

Part 192—Oil and Gas Leases 

availability of lands to further lease 

offers where noncompetitive lease is 

CANCELLED, RBLINQXnSHED OR TERMINATED 

On page 1588 of the Federal Register 
of March 12, 1957, there was published a 
notice of proposed amendment of 43 CFR 
192.43 (a) as a proposed rule making. 
Interested persons were given 30 days 
within which to submit written com¬ 
ments, suggestions or objections with re¬ 
spect to the proposed amendment. The 
comments and suggestions which were 
submitted within the 30-day period have 
not been adopted. Therefore, the pro¬ 
posed amended regulation is hereby 
adopted wthout change and is set forth 
below. 

(Sec. 32, 41 stat. 450; 30 U. S. C. 189) 

Hatfield C^hilson, 
Acting Secretary of the Interior. 

August 23. 1957. 

Paragraph (a) of § 192.43 is amended 
to read as follows: 

5 192.43 Availability of lands to fur* 
ther lease offers where noncompetitive 
lease is cancelled, relinquished or termi* 
nated. (a) Where the lands embraced 
in a relinquished or cancelled noncom¬ 
petitive lease are not on the known 
geologic structure of a producing oil and 
gas field, and are not withdrawn from 
leasing, such lands become available for. 
and subject to. filings of new lease offers 
immediately upon the notation of the 
cancellation or relinquishment on the 
tract book, or. for acquired lands, on the 
ofificial records relating thereto, of the 
appropriate land office. If prior to such 
notation, the lease terai would have ex¬ 
pired in the absence of the cancellation 
or relinquishment, the lands shall, upon 
such expiration of the lease term, be¬ 
come subject to the filing of lease offers 
even though the notation of the can¬ 
cellation or relinquishment has not been 
made on the records. See § 192.120 (f) 
and (g) for the availability for new 
filings of lands in a lease for which an 
application for extension has or has not 
been timely filed; also, see § 192.161 (a) 
for the availability for new filings of 
lands in a lease subject to the automatic 
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termination provisions of the act of 
July 29, 1954 (68 Stat. 583; 30 U. S. C. 
188), for lessee’s failure timely to pay 
the lease rental. 

(P. R. Doc. 57-7078; Piled. Aug. 28. 1957; 
8:47 a. m.J 


Appendix—Public Lond Orders 
{Public Land Order 1470) 

[017802) 

New Mexico 

WITHDRAWING PUBLIC LANDS IN NEW MEXICO 
FOR USE BY THE DEPARTMENT OF THE 
ARMY IN CONNECTION WITH THE MC¬ 
GREGOR RANGE (FORT BLISS) 

By virtue of the authority vested in 
the President and pursuant to Executive 
Order No. 10355 of May 26. 1952, it is 
ordered as follows: 

1. Subject to valid existing rights and 
the provisions of existing withdrawals, 
the following-described public lands in 
New Mexico are hereby withdrawn from 
all forms of appropriation imder the 
public-land laws, including the mining 
and mineral-leasing laws, except as here¬ 
inafter indicated, and reserved for use 
by the Department of the Army as a mis¬ 
sile testing range: 

New Mexico Principal Meridian 
T. 19 S.. R. 9 E.. 

Sec. 3. all that part lying east of Southern 
Pacific Railway right-of-way; 

Sec. 10. all that part of the lying east 
of the Southern Pacific Railway right-of- 
way; 

Sec. 11. W»^; 

Sec. 12. E%: 

Secs. 13 and 14; 

Sec. 15. all that part of the EV4 lying east 
of the Southern Pacific Railway right-of- 
way; 

Sec. 22. all that part of the E 14 lying east 
of the Southern Pacific Railway right-of- 
way; 

Secs. 23 to 26. inclusive; 

Secs. 27 and 34. those parts lying east of 
Southern Pacific Railway right-of-way; 
Sec. 35. 

T. 19S.,R. 10 E., 

Sec. 2. SEV4; 

Sec. 7, W>/a and Si/^SE^; 

Sec. 9,SW»4; 

Sec. 10. NE^and WV4SEV4: 

Sec. ll.NVi; 

Sec. 13, NV^; 

Sec. 14,NE>4; 

Sec. 17. W*^WV^; 

Secs. 18. 24, 25.26. 29. 30. and 31; 

Sec. 12. W»/a. 

T. 20 S..R.9E., 

Sec. 1; 

Secs. 3 and 10. those parts lying east of 
Southern Pacific Railway right-of-way; 
Secs. 11 to 14. inclusive; 

Secs. 15 and 21. those parts lying east of 
Southern Pacific Railway right-of-way; 
Secs. 22 to 27. inclusive; 

Secs. 28 and 33. those parts lying east of 
Southern Pacific Railway right-of-way; 
Secs. 34 and 35. 

T. 20 S.. R. 10 E.. 

Sec. 1; 

Secs. 3 to 9. inclusive; 

Secs. 11 to 15. inclusive; 

Secs. 17 to 19. inclusive; 

Secs. 22 to 27. inclusive; 

Sec. 30; 

Secs. 33.34. and 35. 


RULES AND REGULATIONS 


T. 20 S..R. HE., 

Sec. 1; 

Secs. 3 to 15. inclusive: 

Secs. 17 to 31, inclusive; 

Secs. 33. 34. and 35. 

T. 20 S., R. 12 E.. 

Sec. 2. SV^SE^; 

Sec. 3. lots 1. 2. 3. 4. and SV4Ni^; 

Sec 5. lots 1 and 2. S^NEV4; 

Sec. 7. NE*4: 

Sec. 8. NW*4; 

Sec. 24, lot 3 and NWViSEV4; 

Sec. 26. SE^NE*,4, SyaNWVi. N>^8W*4, 
and NW»^SB»^; 

Sec. 27. SViNWi4, SWV4NEV4, NV4SWV4. 
and N^SEl^: 

Sec. 28. NVaSVi. 8»4N*^, NVjNWV^. and 
NW*/4NE»^; 

Sec. 30. 

3 . 4 . ana K.AW.^: 

Sec. 25, SW^ and EV^NWVi: 

Sec. 26. SW^NEV4 and EVaSE*/ 4 ; 

Sec. 27. S»4NW*4 and N*4SW^; 

Sec. 28. E>4SBV4; 

Sec. 29. S*4; 

Sec. 30, E»4, Ei4SWV;. and SE*4NWt4; 
Sec. 31, NE»4, EV4NWV4, N^/aSEVi, and 
NEy4SW»4; 

Sec. 35. W*4W*4. SE>4NW‘4. and NEVi 
SWV4. 

T. 21 S.. R. 9 E., 

Secs. 1 and 3; 

Secs. 4 and 9. those parts lying east of 
S. P. Ry. right-of-way; 

Secs. 10 to 15. inclusive; 

Sec. 21. that part lying east of S. P. Ry. 

right-of-way; 

Secs. 22 to 25. Inclusive; 

Sec. 28. WV4, NE^. N*4SEt4. and SE«4 
SE«/4; 

Sec. 27; 

Secs. 28 and 33. those parts lying east of 
S. P. Ry. right-of-way; 

Secs. 34 and 35. 

T. 21 8., R. 10 E.. 

Sec. 1. N*4, S^SV4* NV4SEV4. and NE>4 
SWV4: 

Secs. 3 to 14. inclusive; 

Sec. 15. SE*/ 4 ; 

Secs. 17 to 22, inclusive; 

Sec. 23. W*4. NE*4, and NV4SEV4; 

Secs. 24 and 25; 

Sec. 26. S‘4. NW»4. and WVaNEVi; 

Secs. 27 to 31. inclusive; 

Secs. 33. 34. and 35. 

T. 21 8.. R. 11 E,, 

Secs. 1 and 3; 

Secs. 6 to 15. inclusive; 

Secs. 17 to 20. Inclusive; 

Secs. 25 to 31. inclusive; 

Sec. 33; 

Sec. 34, lots 1. 2. 3. 4. N*4S*4. S14NJ4, 
N*/aNW4, and NW>/4NE*4; 

Sec. 35. 

T. 21 S., R. 12 E., 

Sec. 1; 

Sec. 3. lots 1. 2, 3. and 4; 

Sec. 4. and lots 1 and 2; 

Secs. 5 to 8. inclusive: 

Secs. 11 to 15. inclusive: 

Secs. 17 to 21, inclusive; 

Sec. 22. N^; 

Secs. 23 to 27. inclusive; 

Secs. 29 to 31. inclusive; 

Secs. 34 and 35. 

T. 21 S., R. 13 E.. 

Sec. 1. S^. lots 8. 9. 10. and 12; 

Sec. 3; 

Sec. 4. S 14 , lots 3. 5. 6. 7. 8. 9. 10. 11, 
and 12: 

Sec. 5. SV4» lots 5. 6. 7, 8. 9. 10. 11, 
and 12; 

Sec. 6. SE^. Et/aSWVi. lots 1. 2. 5, 6, 7. 8. 

9. 10. 11. 12. 13. and 14; 

Secs. 7 to 15. inclusive; 

Secs. 17 to 19, inclusive; 

Secs. 21 to 23. inclusive: 

Sec. 24. W »/2 and NE‘/ 4 ; 

Sec. 25, NW»4; 

Secs. 26 and 27; 


Sec. 28, E14. NWV4. and N^SWV4; 

Sec. 29* 

Sec. 30. NE*4. E*/ 2 NW> 4 . N*/ 2 SE^. NEV 4 
SWy 4 . lots 1. 2. and 3; 

Secs. 31. 33, and 34; 

Sec. 95 , W »/2 and 
T. 21 S., R. 14 E.. 

Sec. 5. lots 1, 2. 3. 8 . and SW</4; 

Sec. 6 ; 

Sec. 7. NE^. EVaNW^. E 1 / 2 SWV 4 . lots 1, 
2. 3. and 4: 

Sec. 18. Ey 2 NW* 4 . lote 1 and 2. 

T. 22 8 .. R. 8 E.. 

Secs. 13. 23. and 24. those parts lying east 
of S. P. Ry. right-of-way; 

Sec 25* 

Sec. 26. NViNE» 4 . SE»4SEV4. and that part 
of the SV4 east of S. P. Ry. right-of-way: 
Secs. 34 and 35, those parts lying east of 
S. P. Ry. right-of-way. 

T. 22 S., R. 9 E., 

Sec.3.S>A; 

Sec. 4.SV4: 

Secs. 5. 7. and 8 . those parts lying east of 
S. P. Ry. right-of-way; 

Secs. 9.10. and 13; 

Sec. 15. SVi. NE^. NWViNWVi. and EVi 

Nwy4; 

Sec. 17; 

Sec. 18, that part lying east of S. P. Ry. 

right-of-way; 

Secs. 19 to 21. inclusive; 

Sec. 22, NE*4; 

Secs. 25 and 26; 

Sec. 27. E^; 

Secs. 28 to 31. inclusive; 

Sec. 33; 

Sec. 34 .Ey 2 : 

Sec. 35. 

T. 22 S.. R. 10 E., 

Secs. 1 and 3: 

Sec. 4. lots 5. 6 . 7. 8 . 9.10.11. and 12; 

Sec. 5. lots 1. 2. 3.4. and S^NV,: 

Sec. 6 . SE»4. E«/ 2 SW» 4 . lots 6 and 7; 

Secs. 7 to 15. inclusive; 

Secs. 17 to 19, inclusive; 

Sec. 20. lots 1 to 15. inclusive; 

Secs. 21 to 24, inclusive; 

Sec.25,NV4; 

Secs. 26 to 31, inclusive; 

Secs. 33. 34. and 35. 

T. 22 S..R. 11 E., 

Secs. 5 to 8 , inclusive; 

Secs. 17 to 19. inclusive; 

Secs. 23 to 31. inclusive; 

Secs. 33. 34. and 35. 

T. 22 S.. R. 12 E.. 

Secs. 1. 3.4.5. and 6 ; 

Sec. 8. 8 * 4 . NWV4. and SWV4NEV4; 

Sec. 9. S>4SW%. N»4NE»4. and SEi4NE«.4: 
Sec. 10.NV4 andSE^; 

Secs. 11.12. and 14; 

Sec. 15. E>^; 

Sec.17; 

Sec. 18.E«4; 

Secs. 19 to 22. inclusive; 

Sec. 24. NV^. NV^SV4, and SV4SW>/4; 

Sec. 25. 8»/4. SV^NVi. and NV^NW^; 

Secs. 26 to 31. inclusive; 

Secs. 33, 34, and 35. 

T. 22 S.. R. 13 E., 

Sec. 3; 

Sec. 4. lots 3.4. S*^NW*/4. and SE>4; 

Secs. 5. 6 . and 7; 

Sec. 9,E*^ and SWV4; 

Sec. 10. W * 4 ; 

Sec. 20; 

Sec.21,NW»4; 

Sec. 29.wyr and NEV4. 

T. 23 S., R. 8 E., 

Sec. 1; 

Secs. 3. 9. and 10. those parts lying east of 
S. P. Ry. right-of-way; 

Secs. 11 to 15, inclusive; 

Secs. 20 and 21, those parts lying east of 
S. P. Ry. right-of-way; 

Secs. 22 to 28. inclusive; 

Secs. 29 and 31, those parts lying east of 
S. P. Ry. right-of-way; 

Secs. 33,34. and 35. 
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T. 23 S.. E. 9 B., 

Sec.1; 

Sec. 3. E Vi; 

Secs. 4 to 8, inclusive; 

Sec. 9,WVi and WViNEVi; 

Secs. 11 to 15. Inclusive; 

Secs. 17 to 21, inclusive; 

Sec. 23, NVi. SWVi. EViSE*^, and SWV4 
SEV4: 

Secs. 24 to 31, inclusive; 

Secs. 33, 34. and 35; 

Sec. 10. SVi. NEV4. and SE<^NWV4. 

T. 23 8.. R. 10 E., 

Sec. 1, lots 1. 2. 3. SViNV4./and &%: 

Secs. 3 to 9. inclusive; 

Sec. 10. EVi. EViWVi, WViNWV4, and NWV4 
SWV4; 

Secs. 11 to 14. inclusive; 

Sec. 15, EVi. SWVi, SViNWV4. and NEV4 
NW«4; 

Secs. 17 and 19; 

Sec. 19. lots 1. 2. 8. 4, EVaWVi. SEV4. SWVi 
NEV4. and NViNEVi; 

Sec. 20, SV4, NWVa. WViNE*4, and NEV4 
NE 14 ; 

Secs. 21 to 31. inclusive: 

Ssc. 33; 

Sec. 34. EVi, EHWVi. NW^NW‘A, WVi 
SWV4; 

Sec. 35. 

T 23 S R 11 E 

Sec. *1. lots 2!’3. 4. SViNWV4. SWViNEV4, 
SW*4. and WViSEVi; 

Secs. 3 to 11. inclusive; 

Secs. 14 and 15; 

Secs. 17 to 23, inclusive; 

Sec. 24. WVi and WViEVi; 

Sec. 25. WVi and WViEVi; 

Secs. 26 to 30. inclusive; 

Sec. 31, lots 1. 2. 3, EViNWV4. NEV4SWV4, 
NW%SEV4, and WViNEV4; 

Sec. 32. NVi and NViSVi: 

Sec. 33. N>/i and NViSVi; 

Sec. 34. NV4 and NViSVi. 

T 23 S R 12 E 

Sec. 1. SWV4" SViNWV4. SWV4NEVi, and 
w»4SE»/4: 

Sec. 3. 8EV4. SViNEV4. SEV4NWV4. and 
EViSW*4; 

Secs. 4 to 9. inclusive; 

Sec. 10. EVi and EViWVi; 

Sec. 11; 

Sec. 12, WVi and WViEVi; 

Sec. 14. NVi; 

Sec. 16. NEV4. EV4NWV4. NViSEV4. and 
NEViSWV4; 

Secs. 17 to 21. inclusive; 

Sec. 22. WVi, WViNBV4. and SE*4NEV4; 
Sec. 28, NWV4; 

Sec. 29 and 30; 

See. 31, lots 1, 2, 3. 4. 5. 6, NEViSEV4. and 
NEV4. 

7. 23 S.. R. 13 E., 

Sec. 6. lots 1, 2. 3. 4. 6. 6. 7. 8ViNE>^, 
SEV4NWV4. and EViSWV4. 

T. 24 S., R. 7 E., 

Sees. 1, 12, 13, 14, and 23, those parts lying 
east of S. P. Ry. right>of-way; 

Secs. 24 and 25; 

Secs. 26. 27, and 34. those parts lying east 
of S. P. Ry. light-of-way; 

Sec. 35. 

T 24 S., R. 8 B.. 

Sec. 1, lots 3. 4, and 8Vi; 

Secs. 3. 4. and 5; 

Secs. 6 and 7, those parts lying east of 
S. P. Ry. right’Of-way; 

Secs. 8 to 14. inclusive: 

Sec. 15. NVi. NViSVi. SVaSEV4. and SEV4 
SWV4; 

Secs. 17 to 80, inclusive. 

T. 24 S.. R. 9 K, 

Sec. 1; 

Secs. 3 to 11, inclusive; 

Sec. 12. EVi. EViWVi, WViNWV4. and NWV4 

swy4; 

Secs. 13. 14. and 15; 

Secs. 17 to 31, inclusive; 

Secs. 33, 34, and 35. 


T. 24 S., R. 10 E., 

Sec. 1; 

Secs. 3 to 9. inclusive; 

Sec. 10, SVi. NEV4. and NViNWV4; 

Secs. 11 to 16, inclusive: 

Secs. 17 to 30, inclusive; 

Sec. 31, lots 1. 2. EViNWV4. and NEVi; 
Secs. 33. 34. and 35. 

T. 24 S.. R. 11 E., 

Sec. 1; 

Secs. 3 to 11. inclusive; 

Sec. 12. NWV4; 

Sec. 14. NWVi; 

Secs. 15, 17. 18. 19, 20. and 21; 

Sec. 22. loto 3. 4. 5. 6. 11. 12. 13. and 14; 
Sec. 29, 30. and 31; 

Sec. 28, WVi and NEV4. 

T. 24 S.. R. 12 E.. 

Sec. 6. lots 10. 11, 12, and 13. 

T. 25 S., R. 7 E.. 

Sec.1; 

Sec. 3. that part of the SVi, NWV4. and 
W^NEV4 lying east of the S. P. Ry. right- 
of-way: 

Secs. 4 and 9. those parts lying east of S. P. 

Ry. right-of-way: 

Secs. 10 to 14. inclusive; 

Sec. 23. S^SWV4. NVi, and NViSVi; 

Sec. 24, NVi. NViSWV4, and SWV4SEV4; 

Sec. 25. EVi. EViWVi. WViNWV4. and NWV4 
SWV4; 

Sec. 26. 8 Vi and S14NEV4; 

Sec.27,SViSVi and“NVi; 

Sec. 30, that part lying east of 8. P. Ry. 
right-of-way: 

Sec. 34. lots 1.2. NViSEVi. and NEV4; 

Sec. 35. 

T. 26 S., R. 8 E., 

Sec. 31. lots 1. 2, 3, 4, SEV 4 NWV 4 . EViSWVi. 

and SE>4: 

Secs. 33.34. and 35. 

T 25 S ROE 

Sec. k, iota k, 2. 3, 4, SViNVi. NViSVi. SVi 
SEi^.andSEViSWVi: 

Secs. 3 to 10. inclusive; 

Sec. 11, WVi, WViEVi. EViSEVi. and 8EV4 
NEVi; 

Sec. 12,SWV4SW*^; 

Secs. 13.14. and 16; 

Sec. 17, WVi, WViEVi. EViNE^. and NEV4 

SEVi; 

Sec. 18; 

Sec. 19, lots 2. 3. 4, SEV4NW*4. SWV4NEV4. 

EViSWVi.and WViSE*4: 

Sec. 20. E14. EVi SW V4. and 8W V4 8W V4; 

Secs. 21. 22. 23. and 24; 

Sec. 25. 8WV4. SViNW*4, WViSEVi, and 
SWV4NEV4; 

Sec. 26. SVi and SViNVi; 

Sec. 27. SEV4, SEV4SWV4. and NWV4; 

Sec. 28.NVi andSViSWVi; 

Sec. 29. SW»4. WViSEVi. and NEV4SEV4; 
Sec. 30. lots 1. 2, E>iNWV4, NWViNEVi, 
EViSEVi. and SWV4SEV4; 

Sec. 31. lots 3. 4. EViWVi. and EVi; 

Sec. 33. WVi. WViEVi, EViSEVi, and SEV4 

NEV4: 

Secs. 34 and 35. 

T. 25 S., R. 10 E., 

Sec. 1; 

Secs. 3 to 7. inclusive: 

Sec. 8. SWV4; 

Sec. 9. SVi: 

Sec. lO.SViSVi; 

Sec. ll.NVi; 

Secs. 12 and 13; 

^ec. 14, SEV4, EViSWVi* and NWV4SWV4: 
Secs. 16,17,18. and 19; 

Sec. 20. EVi and NWV4; 

Sec. 21, EVi, EViWVi, WViSWVi, and SWVi 
NWV4; 

Sec. 22; ■* 

Sec. 23, EViEVi. WViSEVi. and NWV4NEV4: 
Sec. 24. WVi and NEV4; 

Sec. 26, EVi and SViSWVi: 

Sec. 27; 

Sec. 28. SViSWVi. NEV4. NViSEVi, and NVi 
NWV4; 

Sec. 29. NViNEVi. SEV4. SEV4SWV4. and 

iwi4swy4; 


Sec. 30. lots 1. 8. 4, NEV4NWV4» NViNEVi, 
EViSWVi, and SWV4SEV4; 

Sec. 31. lots 1, 2, 3. 4. EViNW%. and SBV4; 
Sec. 33. WVi, SViSEVi, and NWV4SBV4; 
Sec. 35. 

T.26 8..R. 11 E.. 

Sec. 5. lote 8,4. SViNWVi. and SWV4: 

Sec. 6; 

Sec. 7. NVi andSWVi; 

Sec. 18.NWV4. 

T. 26 S., R. 7 E.. 

Sec. 1. lots 1. 2, 3. 4. SViNVi. NViSVi, and 
SWV4SEV4; 

Sec. 3. lots 1, 2, SViNEVi, and SEVi: 

Sec. 10: 

Sec. 11. EVi andNWVi; 

Sec. 12. NWV4. NViSWVi. SWV4SWV4, EVi 
SEV4,andSWV4SEV4: 

Sec. 13, EVi; 

Sec. 14. E>i and SWV4; 

Sec. 15. NEV4, NViNWVi, and SEV4NWV4: 
Sec. 17; 

Sec. 18. lots 3.4. E'/aSWVi, and EVi; 

Sec. 19; 

Sec. 23. WVi and WViEVi; 

Sec 24. EVi and EViWVi; 

Sec. 25: 

sec. 26, 8EV4 and NWV4; 

Sec. 27. N>/i and NViSVi; 

Sec. 28. NEV4, NViNWVi. and SEV4NWV4; 
Sec. 29,NViNVi: 

Sec. 30, lot 1. NEV4NWV4. and NViNEV4; 
Sec. 35.NViNEV4. 

T. 26 S., R. 8 E.. 

Sec. 1. SVi.^SViNWVi. SWV4NEV4, and lot 1; 
Secs. 3. 4. 5, and 6; 

Sec. 7. lota 2. 3. 4, SEV4NWV4. EViSWVit 
SEV4.andNViNEV4: 

Sec. 8, NEV4. NViNWV4. SWV4. SWV4SEV4; 
Sec 9* 

Sec! 10 NWV4. NViSWV4. WViNEV4. and 
NWV4SEV4; 

Sefes. 11 and 12; 

Sec. 13. SVi and SViNVi: 

Sec. 14. SVi and SViNVi; 

Sec. 15. EVi, EViWVi, WVi8WV4. and SWV4 
NWV4; 

Secs. 17 to 24. inclusive; 

Sec. 26. NVi, NWV4SWV4. and SViSEV4; 

Sec. 26; 

Sec. 27, EVi, EViWVi. WViNWVi. and NWV4 
8 W 1 / 4 ; 

Sec. 28. NViNVi. NWV4SEV4, and NEV4 

swvi; 

Sec. 29. NVi, NViSVi, SViSWVi. SWV4SEV4; 
Sec. 30; 

Sec. 31. lot 1, NBV4NWV4. and NViNEV4; 
Sec. 33, lot 4 and NW *4 NW V4; 

Ssc. 34, N ViNEV4. NE V4NW V4; 

Sec. 35. NWV4NWV4. 

T. 26 8.. R. 9 E.. 

Sec. 1. SWV4. SViNWV4. SEV4SEV4. and EVi 
NEV4: 

Secs. 3 and 4; 

Sec. 5. EVi; 

Sec. 6, lots 1. 2. 3. 4. and EViWVi; 

Secs. 7 to 14, inclusive; 

Sec. 16, NVi and NViSVi; 

Sec. 17, NVi and SWV4; 

Secs. 18 and 19; 

Sec. 20, WVi; 

Sec. 21. EVi andSWV4: 

Sec. 22; 

Sec. 23. NViNVi. SViNWV4. SWV4NEV4. and 
SVi; 

Sec. 24. NEV4NEV4. SViNVi. NViSVi. SVi 
SEV4.and SEV4SWV4; 

Secs, 25 to 31, inclusive; 

Secs. 33.34. and 35. 

T. 26 S.. R. 10 E., 

Sec. 3. NVi. NViSVi, SViSWVi, and SWV4 
SEV4: 

Secs. 4 and 5; 

Sec. 6. lot 1. NEV4NWV4. SViNEV4. SEV4. 
and EViSWV4; 

Secs. 7, 8, and 9; * 

Sec. 10, NWV4; 

Secs. 17, 18, 19. and 20; 

Sec. 21, NWV4; 

Sec. 29, NVi and SWV4; 

Sec. 30. lot 1, NEV4NWV4, and NBV4. 
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The areas described aggregate approx¬ 
imately 469,936.80 acres. 

2. The withdrawal made by this order 
shall attach to the following-described 
non-public lands, or any of them, upon 
the acquisition of title thereto by the 
United States: 

New Mexico Principai, Meszdiak 
T. 19 S., R. 9 E., 

Sec. 2. lots 1 to 12, Inclusive, and SV4: 
Sec. 36. 

T. 19 S., R. 10 E., 

Sec. 10. 'EVaSEYil 
Sec. 11. S'/a: 

Sec. 13. SWV4. lots 3 and 4; 

Sec. 14. 8V^: 

Secs. 15. 16. 19. 20. 21. and 22; 

Sec. 23. S^ and NE^^; 

Secs. 27. 28. 32. 33. and 34; 

Sec. 36. W^a* W^^E^. lots 1. 2. 3. and 4. 
T. 19 S.. R. 11 E.. 

Sec. 6, lots 6. 7. Et/aSWVi, and SE*^: 

Sec. 7. lots 1. 2, 3, 4, E^W^. and E%; 
Sec. 8: 

Sec. 9, St/4; 

Sec. 14. SWt^; 

Secs. 16. 16. and 17; 

Secs. 18 and 19; 

Secs. 20. 21. 22. and 23; 

Sec. 24. SV4; 

Sec. 25, SV4SWV4. NWV4SW*4. NWt4. and 

mi 

Secs. 26 to 33 inclusive; 

Sec. 34.NV4: 

Sec. 35, St^SWV4. NWV4SW»^. NWV4. and 

mi 

Sec. 36. 

T. 19 S., R. 12 E., 

Sec. 29.SV4; 

Secs. 30. 31. and 32. 

T. 20 3.. R.9E.. 

Secs. 2 and 36. 

T. 20 S.. R. 10 E.. 

Secs. 2,16.32. and 36. 

T. 20 S.. R. HE.. 

Secs. 2.16. 32. and 36. 

T. 20 8., R. 12 E., 

Sec. 2. SWt^, NV4SEV4; 

Sec.9.6Ei4NEi4; 

Sec. 10.N»/aSW»4 and SEV4SE»4: 

Sec. 11. NEt^SW^.andEV4NWt^; 

Sec. 15. Et/aNEV^ and SE>^SEt/4; 

Sec. 16; 

Sec. 22. WV4SWt^; 

Sec. 32; 

Sec. 36. 

T. 20 8.. R. 13 E.. 

Sec. 7, lots 3 and 4; 

Sec. 16. St/a; 

Sec. 17.8»4; 

Sec. 18. lots 1. 2. 3, 4. E^4SWt^, and SEV4; 
Sec. 19. E‘/a; 

Sec. 21,NEi/4; 

Sec. 22. EV4SW»4, Nt/4, and SE^; 

Sec. 27. S t/a 8W Vi. N V4 NW %, and E»4; 

Sec. 28. W>^, Wt/4EV4. and EV^NEVi; 

Sec. 30. lots 1,2. 3. 4. and NEV^NW^; 

Sec. 31. lots 1, 2. 3. 4. 8EV4SWV4. and 
8t/48El^: 

Secs. 32.33. 34. and 36. 

T. 21 S.. R. 9 E.. 

Sec. 2, lots 1 to 8. inclusive, lots 10 to 12, 
Inclusive, and SV4; 

Sec. 16. E^; 

Sec. 32. that part lying east and south of 
S. P. Ry. right-of-way; 

Sec. 36. 

T. 21 S.. R. 10 E.. 

Sec. 1. NW*^SWt^; 

Secs. 2. 16. 32. and 36. 

T. 21 8.. R. 11 E.. 

Secs. 2, 16, 32. and 36. 

T. 21 S., R. 12 E., 

Secs. 2. 16, 32. and 36. 

T. 21 S.. R. 13 E., 

Sec. 2; 

Sec. 4. lots 1. 2. 4. and 7; 

Sec. 5. lots 1. 2. 3. and 4; 

Sec. 6. lots 3 and 4; 
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Secs. 16 and 20; 

Sec. 28.8V4SW^: 

Sec. 30. lot 4. SEV4SW^. and St^SEi^; 

Sec. 32. 

T. 22. S.. R. 8 E., 

Sec. 36. 

T. 22 S.. R. 9 E., 

Secs. 1 and 2; 

Sec. 3, lots 1, 2, 3, 4, and 8V4NV4; 

Sec. 4. loU 1. 2. 3. 4. and SV4N^; 

Secs. 11. 12. 14. and 16; 

Sec. 22, SE»/ 4 : 

Secs. 23. 24. 32. and 36. 

T. 22 S., R. 10 E.. 

Sec. 2; 

Sec. 4. m: 

Sec. 6 , lots 1. 2, 3. 4, 5. SBV^NW^. and 
S^NEt/ 4 ; 

Sec. 16; 

Sec. 25. 8 t^: 

Secs. 32 and 36. 

T. 22 S..-R. 11 E., 

Secs. 1. 2, 3. 4. 9. 10. 11. 12. 15. 16, 20. 21. 
22. 32. and 36. 

T. 22 S.. R. 12 E.. 

Sec. 2; 

Sec. 8 . Nt/aNRt^ and 88 * 4 NEVi; 

Sec. 9. N>^SW*^. NWV4. SWV 4 NEt, 4 . and 

SEt/ 4 ; 

Sec, 10, SWt/4; 

Sec. 15, Wt/4; 

Sec. 16: 

Sec. 24. SV48E»4; 

Sec. 25, N»4NEV4; 

Secs. 32 and 36. 

T. 22 S., R. 13 E.. 

Sec. 4, SWt/ 4 ; 

Sec. 16. N»^ 8 W^ and NWV^: 

Sec. 30; 

Sec. 31. lot 4. SE»4SW*/4. and SV4SEV4; , 
Sec. 32. NWt/ 4 ; 

T. 23 S.. R. 8 E., 

Sec. 2; 

Sec. 16. that part lying sduth and east of 
S. P. Ry. right-of-way; 

Sec. 32. tha( part lying south and east of 
S. P. Ry. right-of-way; 

Sec. 36. 

T. 23 8 ., R. 9 E.. 

Secs. 2. 16. 22, 32. and 36. 

T. 23 8 ., R. 10 E., 

Sec. 2; 

Sec. 10. SWV4SW*4: 

Sec. 15. NW/ 4 NWV 4 : 

Secs. 16. 32. and 36. 

T. 23 S.. R. 11 E.. 

Sec. 1. lot 1. SEl^NE^. and E 1 / 2 SEI/ 4 : 

Secs. 2 . 12. 13, and 16; 

Sec. 24. EV^EVa: 

Sec. 25. E/a^Va: 

Sec. 31. lot 4, SE^SW^. and S'/aSEV;; 
Sec. 32; 

Sec. 33. 8*/48*4: 

Sec. 34, SV^SVi; 

Sec. 35. SV^SVi; 

Sec. 36. 

T. 23 S.. R. 12 E., 

Sc. 1. N^N»4. SEt4NE^, and EV4SE^4; 
Soc 2* 

Sec! 3 ’ WVaWJ/a. NE*4NW^. and N»/2NE*4; 
Sec. 10. WV2W»/4; 

Sec. 12 . E>/ 2 E* 4 : 

Sec. 15, W*4WV4 and SEV4SWV4; 

Sec. 32. NW^. 

T. 24 S., R. 7 E., 

Sec. 36. 

T. 24 S.. R. 8 E,. • 

Sec. 1. S^NW^. lots 1 and 2, and SE*/4 
NEt4; 

Sec. 2, lots 1. 2. 3. 4, 8*4NV4. and SV4; 

Sec. 16; 

Sec. 31. lots 1. 2. 3. 4. EV4W^. and E^; 
Secs. 32 to 36, inclusive. 

T. 24 S., R. 9 E.. 

Sec. 2, lots 1. 2. 3. 4. S%NV4. and S^; 
Secs. 16. 32. and 36. 

T. 24 S., R. 10 E.. 

Sec. 2. lots 1. 2. 3. 4. and 3%; 

Sec. 16; 

Sec. 31. lots 3. 4. Ei/4SW^. and SE^^; 


Sec. 32. S%. SYim. NWV4NWV4. and m 
NEV 4 ; 

Sec. 36. 

T 24 S RUE 

Sec. 2. lots 1, 2! 3. 4, S«4N*/4, and S^; 
Secs. 16 and 32. 

T. 25 S.. R. 7 E.. 

Sec. 2; 

Sec. 3. E*/2NE»4; 

Sec. 16. that part lying south and east of 
S. P. Ry. right-of-way; 

Sec. 20. NE'^NE^; 

Sec. 21. NW>4NWV4; 

Sec. 23. 8*/4SEVi; 

Sec. 24. S^SW^, E*4SE^; 

Sec. 25. SWV4SW*^; 

Sec. 26, NW*^. N*/4NEV4; 

Sec. 27. NV4S»/4; 

Sec. 28. 3YiS%; 

Sec. 31. lots 5, 6. and 7; 
sec. 32. lots 1. 2. 3. 4, NV4S«/4. and NH: 
Sec. 36. lots 1. 2, 3. 4. NI^S^, and NVa. 
T. 25 S.. R. 8 E.. 

Sec. 1. lots, 1, 2. 3. 4. SV4NV4, and 3%: 

Sec. 2. lots 1. 2. 3. 4. S^Ny,. and BVjl 

Sec. 3. lots 1. 2. 3. 4. S^aNV^, and 8>/^; 

Sec. 4. lots 1. 2. 3. 4. S^/^N^^. and S^; 

Sec. 5. lota 1. 2. 3. 4. S^N^. and S^; 

Sec. 6. lots 1 to 7. inclusive, E^SW^, 
SE»^NW»^. and S^^NE^^SE*^; 

Sec. 7. lots 1. 2. 3. 4. EV^W^a. and E'^; 
Secs. 8 to 17. inclusive; 

Sec. 18. lota 1. 2. 3. 4. E^WVi. and EV 2 I 
Sec. 19. lots 1. 2, 3, 4. and E^; 

Secs. 20 to 29. inclusive; 

Sec. 30, lots 1. 2. 3, 4. EJ^WV^. and EVi: 
Sec. 31, NEV4NW*/4 and NEVi; 

Secs. 32 and 36. 

T. 25 S., R. 9 E.. 

Sec. 1, SWV4SWV4: 

Sec. 2. lots 1. 2. 3. 4. SV^NV^. and 8^^; 
Se'c. 16; 

Sec. 17. SE14SEV4; 

Sec. 19, lot 1. NE»^NW%. N»/2NE>4, SEVi 
NE^. and EV^SE!4; 

Sec. 20. NWl^SW^4 andNW*4; 

Sec. 25. SEV4N£t/4. and BV^SEV,; 

Sec. 26. N/aNVa: 

Sec. 27. WytSWV4. NE^^SW^^. NW»/4NE^. 
and SV^NEV^: 

Sec. 28. Nyi8W»/4 and SEV4; 

Sec. 30. lots 3. 4. EVaSWV^, NEl^NEV4. 3% 
NE»4.andNWj4SEy4; 

Sec. 31. lots 1 and 2; 

Sec 32 * 

Sec! 33! NE^^NBV4: 

Sec. 36* 

Sec. 29,’ and 3Ey^3E%, 

T 25 8 R 10 E 

Sec 2.’ lots 1, 2, 3. 4. 8*/4N*4, and 8*/i; 
Sec. 16: 

Sec. 20. SW*,4; 

Sec. 21. NW»4NW*4; 

Sec. 28. N^SW»/4. S»4NWV4. and S^SEli*. 
Sec. 29. SWy4SWy4, NE^SWV4. Nwy4. and 
SyaNEtA; 

Sec. 30. lot 2. SE^NWt^, S»/4NE*4, Ni4 
SE14. and SE14SE14; 

Sec. 31. EV^SW^i and NEV4: 

Sec. 32* 

Sec! 33’. NE»4 and NEV4SEV4. 

T. 26 S.. R. 6 E.. 

Sec. 1, NV^SE*4 lying south and east of 
8. P. Ry. right-of-way; 

Sec. 25. SV4N^ and EJ/aSEVi: 

Sec. 26. S»4NE»4; 

Sec. 36. lots 5, 6. 7, 8. and NV^NVi. 

T. 26 S.. R. 7 E.. 

Sec. 1. SV4SW^. SEViSEVi: 

Sec. 2. lots 1. 2. 3, 4. SV^Ni^. and S^; 

Sec. 6. lots 3. 6. and SE^NWV4; 

Sec. 12. SEV4SWV4> NEI4. and NW!4S£^: 
Sec. 13. Wya; 

Sec. 15. SW^SW^; 

Sec. 16; 

Sec. 23. EJ4E»4; 

Sec. 24. WHW^: 

Sec. 26. SW>4 and NE^; 

Sec. 27. S^S^; 

Sec. 28. S*4 and SW>4NW*/4; 

Sec. 29. SyaN^; 
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Sec. 30. lot 2, SE14NW'4. and SIGNS',;; 
Sec. 31. lots 2. 3. 4. and 5; 

Sec. 32. lots 1. 2. 3. 4. Ni/aNV^: 

Sec. 33, lots 1. 2. 3, 4, N^^NV^; 

Sec. 34. lots 1. 2. 3. 4. NV^Ni/a; 

Sec. 35, loU 1, 2. 3. 4, NV4NW»4: 

Sec. 36. lots 1, 2, 3. 4, NVaN*/a. 

T. 26 S., R. 8 E.. 

Sec. 1. lots 2, 3. 4. and SE^NE^: 

Sec. 2. lots 1, 2. 3. 4. Si^N*4. and S*^; 
Sec. 7, lot 1. NEV4NW*4, and 8ViNE>4; 
Sec. 8. SV^NW^. Ni/gSE^. and SE^SEi4; 
Sec. 10. S^SWVi. EV^EV^, and SWViSEVi; 
Sec. 13. 

Sec. 14. NViN*^; 

Sec. 15. NW*4NW*/4; 

Sec. 16; 

Sec. 25. S*^SW»^. NE»4SW*4. and N^SE»4; 
Sec. 31, lots 2.3.4, and 5: 

Sec. 35. lots 1. 2. 3. 4. NE^NW^, and 

NEV4; 

Sec. 36. lots 1. 2.3.4. and 
T, 26 S.. R. 9 E., 

Sec. 1. NV^NWV;. WV^NEV4. and NW*4 
SE Yy. 

s^. 15.SV4S*4; 

Sec. 16; 

Sec.23.SE^NEV4; 

Sec. 24. N*4NW*A and NW>4NE«4; 

Sec. 32. lots 1.2. 3. 4. and NV^NV^; 

Sec. 36. lots 1.2. 3,4. and • 

T. 26 S.. R. 10 E., 

Sec. 2’ 

Sec!3!sE^SE»4; 

Sec. 6. lot 2, SE»4NW*4. and N»4NEV4: 

Sec. 16. and NE‘/4; 

Sec. 32, lots 3. 4, and N^NWi/4. 

The areas described aggregate approx¬ 
imately 155.232.22 acres. 

3. Subject to valid existing rights, the 
minerals reserved to the United States 
in the following-described patented 
lands in the areas described in para¬ 
graphs 1 and 2 of this order are hereby 
withdrawn from lease or disposal under 
the mining and mineral-leasing laws of 
the United States and are reserved under 
jurisdiction of the Secretary of the 
Interior: 

New Mexico Principal Meridian 

T. 19 S.. R. 9 E., 

See. 11. EYi I 
Sec. 12. W»/2. 

T. 19 S„ R. 10 E.. 

Sec. 8. 8>^SE%. NW*^SEV4. and SE^SW»4: 
Sec. 9, E*^: 

Sec. 10.W*4; 

Sec. 17. Ei^NW»4. NViNE»4, S^SE*y4. and 

E>4SW»4. ) 

T. 20 S.. R. 12 E., 

Sec.3. S»4; 

Sec. 4.SW*4; 

Sec. 5,SE»A; 

Sec. 8. NE»^ and SVi: 

Sec. 9. SWV4. WViEVi. NEV4NE>4. and E*^ 
SEV4; 

Sec. 10. N*/2. SViSW»A. N>4SE*4, and SWV4 
SEV4; 

Sec. 11 . E*4. W*4WVi.andSE«4SWV4: 

Sec. 12,13, and 14; 

Sec. 15. EVaNWVi. W»^NE»4. EViSWV4. 

SEi^. and NE^ASEJ^; 

Sec. 17; 

Sec. 18, BV4; 

Sec. 20, E^; 

Sec. 21. WYz, S»^SBt^. NE^. and NW14 

SEVi; 

Sec. 22, EVi. NW*4NWV4. and E'/2NW»^; 
Sec. 23, and S^SW%; 

Sec. 24. lots 1 and 2, W*^NE*^, NW^; 

Sec. 26,N>^NWV4; 

Sec. 27. NViNVi; 

Sec. 28. NE^NE^. 

T. 20 S., R. 13 E.. 

Sec. 7, SEV4 and EViSW^: 

Sec. 17.NVi; 


Sec. 18. NEt4 and Ei/jNWVi; 

Sec. 20; 

Sec.21. W>^ and SEV4; 

Sec. 22. W>^SW*^; 

Sec. 23.SWV4: 

Sec. 25. SEV4; 

Sec. 26. WJ4 and NWViNEV;: 

Sec. 29.NV4: 

Sec. 35. E>/iE>4. SWViNE^, WViSE*4, and 
SE^SWVi. 

T. 20 S.. R. 14 E.. 

Sec. 31. 

T. 21 8., R. 10 E.. 

Sec. 15. and SWV4: 

Sec.23,S»^SE>/4; 

Scc. 26 .EViNE»/ 4 . 

T.21S..R. HE., 

Secs. 4 and 5. 

T 21 8 R 12 E 

Sec. 3. lots 5,*6. 7, 8. 9, 10. 12, and S*^; 

Sec. 4. lots 7. 8. 9.10. and SEV4; 

Secs. 9 and 10; 

Sec. 22. S*4: 

Secs. 28 and 33. 

T. 21 S.. R. 13 E.. 

Sec. 1. lots 1. 2. 3. 4. 5. 6. 7. and 11. 

X 21 S R 14 E 

Sec. 5, lots 4,5. 6. 7. 9. 10,11. and 12. 

T. 22 S.. R. 9 E.. 

Sec.22.NW%; 

Sec. 27, WVi; 

Sec. 34. W»4. 

T. 22 S.. R. 12 E.. 

Secs. 13 and 23. 

T. 22 S., R. 13 E.. 

Sec. 19. 

T. 23 8.. R. 9 E.. 

Sec.3.Wi4; 

Sec. 9. SEV4 and EViNEVi; 

Sec. 10.NE»4NW»/4 and SW»^NWV4. 

T. 26 S., R. 9 E., 

Sec. ll,NE^NE»4; 

Sec. 12. N*^SVi. SVi8E*4. and SEV4 

swy4; 

Sec. 20.EVi; 

Sec. 21. S>/2; 

Sec. 22.SV2 andNEVi: 

Sec. 27.NW»4. 

T. 25 S., R. 10 E., 

Sec. 8. NVi andSEVi; 

Sec.O.NVi: 

Sec. 10. NVi and NViSVi; 

. Sec. H.SVi; 

Sec. 14. NVi and SW^SW%; 

Sec. 23.WVi and8WV4NEV4; 

Sec.26.NWV4 andNViSWVi; 

Sec. 34. 

T. 26 S.. R. 6 E.. 

Sec. 26. SWV4: 

Sec. 27. that part of 8EV4SWV4 and SEV4 
lying east of S. P. Ry. right-of-way. 

T. 26 S., R. 7 E.. 

Sec. 11.SWV4: 

Sec. 14 ,NWy 4 ; 

Sec. 15, SWV4NWV4. NViSVi. SViSEV4. and 
SEV4SW*4; 

Secs. 20. 21. and 22: 

Sec. 28. SWV4NWV4; 

Sec. 29.SVi: 

Sec. 30. SVi: 

Sec. 31, lot 1, NEV4NWV4. and NViNEV4. 

T. 26 S.. R. 9 E., 

Sec. 17,SBV4; 

Sec. 20. EVi; 

Sec. 21,NWV4. 

T. 26 S.. R. 10 E.. 

Sec. 30, lot 2. SEV4NWVi. SEV4. and EVi 
SWV4; 

Sec. 31. lots 4, 5. NEV4NWV4. and NViNEV4. 

The areas described aggregate approx¬ 
imately 33,677.18 acres. 

4. The jurisdiction granted by this 
order is subject to the followiifg condi¬ 
tions : 

(a) That all minerals, Including oil 
and gas, in the lands shall remain under 
jurisdiction of the Department of the 
Interior, and no disposition of, or explo¬ 
ration for such minerals shall be made 


except under the applicable mining and 
mineral leasing laws, and then only after 
such modifications of the provisions of 
this order, with concurrence of the De¬ 
partment of the Army, as may be neces¬ 
sary to permit such disposition. 

(b) All hunting, fishing and trapping 
on the lands shall be in accordance with 
the fish and game laws of the State of 
New Mexico. The general public shall 
enjoy the same rights to hunt, fish or 
trap on the lands as may be afforded to 
military personnel, their dependents or 
employees of the Department of Defense. 

<c) Upon termination of jurisdiction 
of the Department of the Army over the 
lands, that Department shall certify to 
the Department of the Interior that the 
lands have been decontaminated of un¬ 
exploded ordnance or other objects or 
materials potentially dangerous to users 
of the lands, and such certification shall 
be an essential prerequisite to the re¬ 
assumption by the Department of the 
Interior of jurisdiction over the lands, 
or any contaminated areas thereof, not¬ 
withstanding the provisions of para¬ 
graph 5 of this order. 

(d) The Department of the Army may 
close roads or trails commonly in pub¬ 
lic use but only at times when the public 
safety or national security as determined 
by the Commanding Officer in charge 
requires such closure, and appropriate 
warning notices shall be kept posted 
during such times. 

(e) Grazing use of the lands, if de¬ 
termined by the Commanding Officer in 
charge to be compatible with their use 
for military purposes, shall be admin¬ 
istered by the Bureau of Land Manage¬ 
ment under the provisions of the Taylor 
Grazing Act of June 28. 1934 (48 Stat. 
1269, 43 U. S. C. 315, et seq.). as amended. 

(f) The Department of the Army shall 
take all necessary precautions to prevent 
and suppress brush and range fires oc- 
curing within the withdrawn lands, or 
outside such lands when resulting from 
military use. The Department of the 
Army may enter into an agreement with 
the Bureau of Land Management to pro¬ 
vide for a transfer of funds for the sup¬ 
pression of range fires by the Bureau of 
Land Management. 

(g) Personnel of the State Depart¬ 
ment of Pish and Game and the United 
States Bureau of Sport Fisheries and 
Wildlife shall have access to the lands 
at appropriate times not inconsistent 
with military requirements, at such times 
as may be mutually agreed upon with 
the Commanding Officer of the installa¬ 
tion in charge, for the purpose of con¬ 
ducting investigations and programs for 
the control of predatory animals, and at 
all times when hunting, fishing or trap¬ 
ping is being permitted, for enforcement 
of the game laws. 

(h) Personnel of the Bureau of Land 
Management shall have access to and 
across the lands, when necessary, and at 
appropriate times not inconsistent with 
military requirements, in connection 
with administration of adjacent public 
lands, and the Department of the Army 
shall designate such times as the neces¬ 
sities therefor arise. 

(i) The withdrawal made by this order 
shall not extend to any non-navigable 
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waters in or upon the lands. Any such 
waters not heretofore appropriated shall 
continue subject to appropriation as 
may be authorized by applicable law. 
The Department of the Army shall not 
appropriate any of such waters except 
under applicable State law. 

5. The jurisdiction of the Department 
of the Army over, and its use of the lands 
described In this order shall terminate 
ten years after the date of this order. 
Thereafter the jurisdiction over and ad¬ 
ministration of the lands shall be vested 
in the Department of the Interior and 
any other department or agency of the 
Federal Government according to their 
respective Interests then of record: Pro¬ 
vided, That the Department of the In¬ 
terior may consent to use of the lands 
by the Department of the Army for an 
additional period of ten years if, at the 


DEPARTMENT OF HEALTH, EDU¬ 
CATION, AND WELFARE 

Food and Drug Administrotion 

[ 21 CFR Part 27 1 

[Docket No. PDOeSl 

Canned Prune Juice, a Waiter Extract of 
Dried Prunes 

order further extending time for filing 

BRIEFS 

, In the matter of emending the defini¬ 
tion and standard of identity for canned 
prune juice, a water extract of dried 
prunes: 

On June 19.1957 (22 P. R. 4326), there 
was published in the Federal Register 
an order extending the time for filing 


DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 
Eureka Springs Sales Co. et al. 
deposting of stockyards 

It has been ascertained that the Eureka 
Springs Sales Company, Eureka Springs, 
Arkansas, originally posted on June 11, 
1957, as being subject to the Packers and 
Stockyards Act. 1921, as amended (7 
U. S. C. 181 et seq.), no longer comes 
within the definition of a stockyard imder 
the act for the reason that it no longer 
meets the area requirements, and that 
the Ranger livestock Commission Com¬ 
pany, Ranger, Texas, originally posted on 
March 18, 1957, as being subject to said 
act. no longer comes within the definition 
of a stockyard imder the act for the 
reason that it is no longer being con¬ 
ducted or operated as a public market. 
Accordingly, notice is given to the owners 


end of nine years from the date of this 
order the Department of the Army noti¬ 
fies the Department of the Interior of 
a continuing military requirement for 
the use of the lands, and affirmatively 
demonstrates its need therefor. 

6. The Department of the Army will 
notify the Range Manager in Charge, 
New Mexico Grazing District No. 3-4 of 
the dates and hours of closing of State 
Highway No. 33 which crosses the Range, 
as well as any other recognized roads 
commonly used by travelers entering 
upon or crossing the area within the 
Range. 

Hatfield Chilson, 
Acting Secretary of the Interior. 

August 21,1957. 

[P. R. Doc. 67-7002: Piled, Aug. 28. 1957; 

8:45 a. m.] 


briefs in the above-entitled matter until 
August 26, 1957. The presiding officer 
at the public hearing held on April 23, 
1957. has now received from an inter¬ 
ested person a request for a further ex¬ 
tension of time in which to file such 
briefs; and good reason therefor appear¬ 
ing: It is ordered. That the time for filing 
briefs be extended to and including Sep¬ 
tember 23, 1957, and that such extension 
shall apply to any interested person 
whose appearance was filed at the hear¬ 
ing. 

Dated: August 23, 1957. 

[SEAL] Leonard A. Hardy, 

Presiding Officer. 

[P. R. Doc. 57-7091; Filed. Aug. 28, 1967; 

8:50 a. m.] 


thereof and to the public that such live¬ 
stock markets are no longer subject to 
the provisions of the act. 

Notice or other public procedure has 
not preceded promulgation of the fore¬ 
going rule since it is found that the giving 
of such notice would prevent the due and 
timely administration of the Packers and 
Stockyards Act and would, therefore,, be 
impracticable and contrary to the public 
interest. There is no legal warrant or 
justification for not deposting promptly 
a stockyard which no longer is within the 
definition of that term contained in said 
act. 

The foregoing is in the nature of a rule 
granting an exemption or relieving a re¬ 
striction and, therefore, may be made 
effective in less than 30 days after publi¬ 
cation in the Federal Register. This 
notice shall become effective upon pub¬ 
lication in the Federal Register. 

(42 Slat. 159, as amended and supplemented; 
7U.&. C. 181 etseq.) 


Done at Washington, D. C. this 23d day 
of August 1957. 

[seal] John C. Pierce, Jr.. 

Acting Director, Livestock Divi¬ 
sion, Agricultural Marketing 
Service, 

(P. R. Doc. 57-7069; PUed, Aug. 28. 1957; 
8:45 a. m.] 


Kelly & Holmes Auction Sale et al. 
posted stockyards 

Pursuant to the authority delegated to 
the Director. Livestock Division, Agricul¬ 
tural Marketing Service. United States 
Department of Agriculture, under the 
Packers and Stockyards Act, 1921, as 
amended (7 U. S. C. 181 et seq.), on the 
respective dates specified below, it was 
ascertained that the livestock markets 
named below were stockyards within the 
definition of that term contained in sec¬ 
tion 302 of the act (7 U. S. C. 202) and 
were, therefore, subject to the act, and 
notice was given to the owners and to the 
public by posting notice at the stockyard 
as required by said section 302. 

ARKANSAS 

Name of stockyard Date of posting 

Kelly & Holmes Auction Sale, 

Heber Springs_ July 13.1957 

LOUISIANA 

Jennings Commission Barn, 

Opelousas_July 25,1957 

Jennings Stock Yards, Baton 
Rouge _July 25,1967 

MISSOURI 

Mexico Stockyards Company, 

Inc., Mexico_July 19,1957 

Hannibal Sales Company, Inc., 

Hannibal _July 18.1957 

Charleston Auction Company, 

Charleston_July 16.1957 

Fraley Sale Pavilion, Chilll- 

cothe_July 24,1957 

Beebe Brothers Livestock Sale, 

Warrensburg_July 23,1957 

Davis-Johnston-Patrick Sales 
St Commission Company. Inc., 

Boonville _July 23,1957 

Rock Port Sale Pavilion. Inc., 

Rock Port_July 27,1957 

Linn County Auction Company, 

Brookfield _July 25,1957 

Milan Auction Company. Milan. July 25,1957 
Fairground Bale Company, 

Maryville .July 31,1957 

TEXAS 

Gainesville Livestock Auction, 

Gainesville_July 18.1957 

Done at Washington. D. C., this 23d 
day of August 1957. 

[seal] John C. Pierce, Jr., 

Acting Director, Livestock Divi^ 
Sion, Agricultural Marketing 
Service. 

[F. R. Doc. 57-7070; Piled, Aug. 28, 1957; 
8:46 a. m.] 


Casa Grande Cattle and Feed Co. et al. 
proposed posting of stockyards 

The Director of the Livestock Division, 
Agricultural Marketing Service, United 
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States Department of Agriculture, has 
information that the livestock markets 
named below are stockyards as defined in 
section 302 of the Packers and Stock- 
yards Act. 1921, as amended (7 U. S. C. 
202), and should be made subject to the 
provisions of the act. 

Casa Grande Cattle and Feed .Co., Casa 
Grande, Arizona. 

Wentz Brothers Livestock Auction, Tucson, 
Arizona. 

Yuma Valley Livestock Auction Corp., 
Yuma, Arizona. 

Cornelius Livestock Co., Phoenix, Arizona. 

Paynes Livestock Auction, Tucson, Arizona. 

Willcox Livestock Auction, Willcox, 
Arizona. 

Falls City Auction Company, Falls City, 
Nebraska. 

Pecos Valley Livestock Commission Com¬ 
pany, Inc., RosweU. New Mexico. 

Asheville Live Stock Yard, Asheville, North 
Carolina. 

Western Carolina Livestock Market, Inc., 
Asheville, North Carolina. 

Notice is hereby given, therefore, that 
the said Director, pursuant to authority 
delegated under the Packers and Stock- 
yards Act, 1921, as amended (7 U. S. C. 
181 et seq.*), proposes to issue a rule 
designating the stockyards named above 
as posted stockyards subject to the pro¬ 
visions of the act, as provided in section 
302 thereof. 

Any person who wishes to submit writ¬ 
ten data, views, or arguments concern¬ 
ing the proposed rule may do so by filing 
them with the Director, Livestock Divi¬ 
sion, AgHcultural Marketing Service, 
United States Department of Agricul¬ 
ture. Washington 25, D. C., within 15 
days after publication hereof in the Fed¬ 
eral Register. 

Done at Washington, D. C.. this 23d 
day of August 1957. 

fSEALl John C. Pierce, Jr., 

Acting Director, Livestock Divi- 
Sion, Agricultural Marketing 
Service. 

IF. R. Doc. 67-7071; Piled. Aug. 28, 1957; 

8:46 a. m.) 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

[Classification Order No. 121] 

Nevada 

SMALL TRACT OPENING 

1. Pursuant to authority delegated to 
me by Bureau Order No. 541, dated April 
21. 1954 (19 P. R. 2473), I hereby open 
the following described lands, which were 
classified by Classification Order No. 121, 
dated November 27, 1956 (P. R. Doc. 56- 
9960), to application under the Small 
Tract Act of June 1, 1938 (Stat. 609, 43 
U. S. C. 682a) as amended: 

Mount Diablo Mebidian 

T. 18N.,R. 19 E., 

Sec. 34, SEV4. 

The area described contains 160 acres, 
subdivided into 52 small tracts. 

2. The lands are located approxi¬ 
mately 9 miles south of Reno along 
State Highway 27, five miles west of its 
intersection with U. S. Highway 395. 
The topogi aphy is gently sloping to the 


southeast. A power line along State 
Highway 27 crosses the area. Culinary 
water is not available from any presently 
developed source, and all surface sources 
are presently appropriated. Schools, 
stores and other public facilities are 
available in the City of Reno. Soils are 
a shallow sandy loam mixed with as¬ 
sorted sized rocks. The area has been 
burned in the past and now supports 
a stand of cheat grass and annuals. 
Prior to burning, it supported a stand of 


sagebrush and bitterbrush. There is no 
evidence of metallic or nonmetallic 
minerals. 

3. The individual tracts vary in size 
from 2.50 acres to 5 acres and are all 
rectangular in shape. The appraisal 
value of the tracts varies from $125.00 
to $250.00, as shown below. Right-of- 
ways, 50 feet in width, for road purposes 
and for public utilities, will be reserved 
as shown below. All minerals in the land 
will be reserved to the United States. 


•Tract 

No.* 

Acre¬ 

age 

Advance 
rentals 
(3 years) 

RIghts-of-way (width—location) 

Appraised 

\'alu0 

1 

2.50 

$30.00 

50 feet N-S-E-W boundary.... 

$12.5.00 

2 

2.60 

30.00 

50 fool N-S-E-W boundary. 

125.00 

3 

2.50 

.30.00 

50 feel N-S-E-W boundary. 

125.00 

4 

2,50 

30.00 

50 feet N-S-E-W boundary. 

125.00 

5 

2.50 

30.00 

50 feet N-S-K-W boundary..... 

125.00 

A 

2.50 

30.00 

60 feci N-S-E-W boundary.......... 

125.00 

7 

2.50 

30.00 

50 feet N-S-E-W boundary*_ 

126.00 

8 

2.50 

30.00 

50 feet N-S-E-W boundary. 

125.00 

tt 

2.50 

30.00 

60 feet N-S-E-W boundary. 

125.00 

10 

2.50 

30.00 

60 feet N-S-E-W boundary.._ 

12.5.00 

11 

2. ,50 

30.00 

60 feet N-S-E-W boundary.. 

125.00 

12 

2.60 

30.00 

50 feet N-S-E-W boundary*_ 

125.00 

13 

2.50 

30.00 

60 feet N-S-E-W^ boundary. 

125.00 

14 

2,50 

30.00 

50 feet N-S-E-W bouiidarj’.... 

125.00 

15 

2,60 

30.00 

50 feet N-S-E-W boundary..,.__ 

125.00 

16 

2.60 

30.00 

50 feet N-S-E-W botindar>'. 

12.5.00 

17 

3.75 

30.00 

SO feel N-E-W boundary. 

187.60 

18 

3.75 

30.00 

50 feet N-F.-W boundary___ 

187.50 

19 

6 

30.00 

50 feet N-E-W boundary.. 

250.00 

20 

5 

30.00 

60 feet N-E-W boundary___... 

250.00 

21 

2.50 

30.00 

60 feta N-S-E-W boundary. 

126.00 

22 

2.50 

30.00 

50 feet N-S-E-W l)oundacy. 

12.5.00 

23 

2.60 

30.00 

50 feel N-S-E-W boundary__ 

126.00 

24 

2.60 

30.00 

50 feet N-S-E-W boundary.._ 

125.00 

2S 

6 

30.00 

50 feet N-E-W boundary.. 

250.00 

V 

26 

5 

30.00 

60 feet N-E-W boundary.. 

250.00 

27 

3.75 

30.00 

50 feet N-E-W boundary.. 

187.50 

28 

3.75 

30.00 

50 feet N-E-W boundary. 

187.50 

29 

5 

30.00 

60 feet 8-E-W boundary.. 

2.50.00 

30 

5 

30.00 

60 feet 8-E-W Ixiundury. 

260.00 

31 

8.75 

30.00 

60 feet S-E-W Itoundury___ 

187.60 

32 

3.75 

30.00 

60 feet S-E-W boundary... 

187.50 

33 

2.50 

30.00 

50 feet N-S-K-W boimdary. 

125.00 

31 

2.50 

30.00 

60 feet N-S-E-W boundary___ 

125.00 

36 

3. 75 

30.00 

60 feet S-E-W boimdary.... 

187.50 

36 

3.76 

30.00 

50 feet 8-E-W boundary_... 

187.50 

37 

5 

30.00 

60 feet 8-E-W boundary. 

250.00 

38 

6 

30.00 

50 feet S-E-W boundary. 

250.00 

.*19 

2.50 

30.00 

60 feet N-S-E-W boimdary.... 

125.00 

40 

2.50 

30.00 

60 feet N-S-E-W l>ouiidary_ 

125.00 

41 

2.50 

30.00 

60 fwt N-S-E-W boundary_ 

125.00 

42 

2.50 

30.00 

60 feet N-S-E-W boundary__ 

125.00 

43 

2.50 

30.00 

50 feet N-S-E-W boundary.. 

125.00 

44 

2.50 

30.00 

60 fwl N-S-K-W iKmndary. 

126.00 

4.5 

2.50 

30.00 

60 feet N-S-E-W boundary. 

12.5.00 

46 

2.50 

30.00 

60 feet N-S-E-W boundary.. 

125.00 

47 

2.50 

30.00 

50 feet N-S-E-W boundary_ 

12.5.00 

48 

2.60 

30.00 

50 feet N-S-E-W boundary..._ 

125.00 

49 

2.50 

30.00 

50 feet N-S-E-W boundary...__ 

125.00 

50 

2.60 

30.00 

50 feet N-S-E-W boundary.. 

125.00 

51 

2.50 

30.00 

.50 feet N-S-E-W boundary_ 

125.00 

52 

2.50 

30.00 

60 feet N-S-E-W boundary. 

125.00 


Tract description 


kiWi. 

N KUS E^N m^SEV. 
. 


N eWn EViN WliSEK. 

NE^NWH.VW^JSEH. 

N WkX W WN W 

8 WMN W ^ W ^8 VM. 

SE^NWWNWUSEM. 

SWKNRKNWKSEVi. 

8EJliNE)5^"W>i8EK. 

bw^nwkneksej^, 

SEKNW^NEKSEK. 
8WKN E^N K^.SEK. 
SEHNEKNEKSEH. 
NEKSEJiNEJ^SElL 

WHSW - 
NKU8L., 

NR«48WWNW‘.i8Ej;'. 

N W MS WUN WmS EM. 

S W W S W \ /N W EM. 

NWMNWMSWMSEM. 

7KMawMNWMSEM. 

NrEMNWMHWMSEM. 

SWMSEMNWMSEM. 

NMNWMNEM8WMSEM. 

semsemnwmskm. 

EMNWMSEMSEM. 

N ems ems e M. 

8HS WMS EMN EM8EM. 
'iEMNEMSEMSEM. 

8HS EM8 EMN EWS EM. 
semne^^semsem. 

8 III em! 

smnemnemswmsem. 

8 W MN EJ^S WM8 eu, 
stjx WMN EMSWM8EM. 
8EMNWM8WMSEM. 

N EMS w MS WM8EM. 
sw» . .. 


NEM8EMSWM8EV4'. 
NWMSWl^SEMSEM. 
N EMSWMSEMSEM. 

nwmsemseWsem. 

NEMSKMSKWSEM. 

8RMSEM8KM8EM. 


semsems'vmskm. 

8 RMS MS WM.S KM. 
8 WM8 WKS WMS EM. 


> Under application from an individual entitled to preference under 4.1 CFR 2S7.5 (a). To obtain this preference 
these applicants mast conform to the 8l*o and dimensions of the tracts as set forth In the above .schedule. As all 
applications were for iS acres and since the tracts were reducc<l in size, conforiuunce by these applicants will make 
available for drawing approximately 10 tracts. 


4. Leases will be issued for a term of 
three years and will contain an option to 
purchase in accordance with 43 CPR 
257.13. Lessees who comply with the 
general terms and conditions of their 
leases will be permitted to purchase their 
tracts at the prices listed above providing 
that during the period of their leases 
they either (a) construct the improve¬ 
ments specified in paragraph 6 or (b) 
file a copy of an agreement in accordance 
with 43 CFR 257.13 (d). Leases will be 
renewable at the discretion of the Bureau 
of Land Management and the renewal 


lease will be subject to such terms and 
conditions as are deemed necessai*y in 
the light of the circumstances and the 
regulations existing at the time of re¬ 
newal. However, a lease will not be re¬ 
newable unless failure to construct the 
required improvements is justified under 
the circumstances and nonrenewal would 
work an extreme hardship on the lessee. 

5. Persons who have previously ac¬ 
quired a tract under the Small Tract Act 
are not qualified to secure a tract unless 
they can make a showing satisfactory to 
the Bureau of Land Management that 
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the acquisition of another tract is war¬ 
ranted in the circumstances. 

6. The improvements referred to in 
paragraph 4 above must conform with 
health, sanitation and construction re¬ 
quirements of applicable ordinances and 
must, in addition, meet the following 
standards. The home must be suitable 
for year-round use. on a peimanent 
foundation, and with a minimum of 500 
square feet of floor space. 

7. The lands are now open to filing of 
drawing-entry cards (Form 4-775) only 
by persons entitled to veteran’s prefer¬ 
ence. In brief, persons entitled to such 
preference are (a) honorably discharged 
veterans who served in the armed forces 
of the United States for a period of at 
least 90 days after September 15, 1940, 
(b) surviving spouse or minor orphan 
children of such veterans, and (c) with 
the consent of the veteran, the spouse of 
living veterans. The 90-day require¬ 
ment does not apply to veterans who 
were discharged on account of wounds 
or disability incurred in the line of duty 
or the surviving spouse or minor children 
of veterans killed in the line of duty. 
Drawing-entry cards (Form 4-775) are 
available upon request from the Man¬ 
ager, Land Office. 50 Ryland Street, P. O. 
Box 1551, Reno, Nevada. 

Drawing-entry cards will be accepted 
If filled out in compliance with the in¬ 
structions on the form and filed with the 
above-named official. A drawing will be 
held at a time to be announced for those 
tracts remaining after statutory prefer¬ 
ence-right claimants have made their 
selections of tracts in conformance with 
this order. At the time of announcement 
of the drawing, plats showing the loca¬ 
tion of each tract can be secured from 
the Manager of the Land Office, 50 Ry¬ 
land Street. P. O. Box 1551, Reno, Ne¬ 
vada. Any person who submits more 
than one card will be declared Ineligible 
to participate in the drawing. 

8. Inquiries concerning these lands 
shall be addressed to Manager, Land 
Office, 50 Ryland Street, P. O. Box 1551, 
Reno, Nevada. 

E. R. Greenslet, 
State Supervisor for Nevada. 

August 20, 1957. 

[P. R. Doc. 57-7030; Piled, Aug. 28, 1957; 

8:45 a. m.] 


f Document 159] 

Arizona 

NOTICE OF PROPOSED WITHDRAWAL AND 
RESERVATION OF LANDS 

August 20.1957. 

The United States Forest Service has 
filed an application. Serial No. AR- 
016986, for the withdrawal of the lands 
described below from all forms of ap¬ 
propriation including the mining and 
mineral leasing laws. 

The applicant desires the land for 
establishing and enlarging recreational 
areas to be used by the public. 

For a period of thirty (30) days from 
the date of publication of this notice, 
persons having cause may present their 
objections in writing to the undersigned 


official of the Bureau of Land Manage¬ 
ment. Department of the Interior, Post 
Office Box No. 148, Phoenix, Arizona. 

If circiunstance warrant it, a public 
hearing will be held at a convenient time 
and place, which will be announced. 

The determination of the Secretary on 
the application will be published in the 
Federal Register. A separate notice 
will be sent to each interested party of 
record. 

The lands involved in the application 
are; 

Gila and Salt Rives Meridian 
T. 8 S., R. 23 E., 

Sec. 26: SV^S^NE^, 8EV4SEV4NW^. E^^ 
E^SWVi. SEV4. 

T. 13 8.. R. 15 E.. 

Sec. 10: SEV4SW*4. 

T. 23 S., R. 12 E., 

Sec. 23; SE*4SW*4. SW*4SE%; 

Sec. 26: WJ4NEV4, N%NW*^, SWi4NW»A, 
W14SW*4, NW%SE^^. 

The area described totals 690.00^acres 
in the Coronado National Forest. " 

E. I. Rowland, 
State Supervisor. 

(P. R. Doc. 57-7084: Piled, Aug. 28. 1957; 

8:48 a. m.] 


(Document 160] 

Arizona 

notice of proposed withdrawal and 
reservation of lands 

August 20,1957. 

The Pish and Wildlife Service, U. S. 
D. I., has filed an application. Serial No. 
AR-016724. for the withdrawal of the 
lands described below, from all foims of 
appropriation including the mining and 
mineral leasing laws. 

The applicant desires the lands for the 
purpose of enlarging the boundaries of 
the Havasu Lake National Wildlife 
Refuge. 

For a period of thirty (30) days from 
the date of publication of this Notice, 
persons having cause may present their 
objections in writing to the undersigned 
official of the Bureau of Land Manage¬ 
ment. Department of the Interior, Post 
Office Box No. 148, Phoenix. Arizona. 

If circumstances warrant it, a public 
hearing will be held at a convenient time 
and place, which will be announced. 

The determination of the Secretary on 
the application will be published in the 
Federal Register. A separate notice 
will be sent to each interested party of 
record. 

The lands involved in the application 
are: 

Gila and Salt Rtveb Meridian 
7* 17 N. R 21 W 

Sec. 21: EV^E*^, E%WV4NE»4. NE^NW>A 
SK%. SV^NW^SE^. SWViSE^"; 

Sec. 27: NWVi, Ey2SW>4; 

Sec. 34: E^. 

T. 16 N., R. 21 W., 

Sec. 8: WV^; 

Sec. 10: W*^; 

Sec. 22: WyaEV^; 

Sec. 26: NyjSW^, SE»^SW^4. 

T. 11 N.. R. 17 W., 

Sec. 17: All; 

Sec. 18: Lots 1. 2, 3. 4. Et^WV^. E^ (All); 

Sec. 19: Lots 1. 2. 3. 4, E*^W*^, E^ (AU); 


Sec. 20: EV4. E^NW14. NE%SWV4. S*4 

swy*; 

Sec. 21: All; 

Sec. 28: N*^. SW’A. 

The area described totals 5,294.51 
acres. 

E. I. Rowland. 
State Supervisor. 

[F. R. Doc. 57-7083; Piled, Aug, 28. 1957; 
8:48 a. m.] 


[Document 161] 

Arizona 

ORDER providing FOR OPENING OP PUBLIC 
LANDS 

August 21. 1957. 

Pursuant to determination DA-130- 
Arizona and in accordance with Order 
No. 541, section 2.5 of the Director, Bu¬ 
reau of Land Management, approved 
April 21, 1954, 19 F. R. 2473-2476, it is 
ordered as follows: 

The lands hereinafter described so far 
as they are withdrawn and reserved for 
power purposes are hereby restored to 
disposition under the public land laws, 
subject to the provisions of section 24 of 
the Federal Power Act of June 10. 1920 
(41 Stat. 1075; 16 U. S. C. 18) as 
amended. 

Gila and Salt River Meridian, Arizona 

T. 4 S.. R. 14 E.. 

Sec. 7. Lots 3, 4, 7. SW14SE54; 

Sec. 17, SE»^SWyl. 

The area described totals 196.03 acres 
of public land. 

The subject lands are located along 
both banks of the Gila River, approxi¬ 
mately 20 to 22 miles upstream from the 
suggested Buttes dam site located in sec¬ 
tion 11, T. 4 S.. R. 11 E., Gila and Salt 
River Meridian, Arizona. They are lo¬ 
cated about 4 miles upstream from the 
community of Kelvin and about 15 miles 
downstream from the towns of Hayden 
and Winkleman. 

No application for these lands will be 
allowed under the homestead, desert 
land, small tract, or any other non¬ 
mineral public land law, unless the lands 
have ah*eady been classified as valuable 
or suitable for such t 3 T>e of application, 
or shall be so classified upon considera¬ 
tion of an application. Any application 
that is filed will be considered on its 
merits. The lands will not be subject 
to occupancy or disposition until they 
have been classified. 

Any disposition of the lands described 
herein shall be subject to the stipulation 
that if and when the land is required, 
in whole or in part, for power develop¬ 
ment purposes, any structures or im¬ 
provements placed thereon which may 
be found to obstruct or interfere with 
such development, shall without cost, ex¬ 
pense, or delay to the United States, its 
licensees or permittees, be removed or 
relocated Insofar as may be necessary 
to eliminate interference with such power 
development. 

The lands described shall be subject 
to application by the State of Arizona 
for a period of 90 days from the date of 
publication of this order in the Federal 
Register for right-of-way for public 
highways or as a source of material for 
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construction and maintenance of such 
highways. In accordance with and sub¬ 
ject to the provisions of section 24 of 
the Federal Powder Act. as amended, and 
the special stipulations provided in the 
preceding paragraph. 

Subject to any valid existing rights 
and the requirements of applicable laws, 
the lands described herein are hereby 
opened to filing of applications and se¬ 
lections in accordance with the follow¬ 
ing: 

Applications and selections under the 
nonmineral public land laws may be pre¬ 
sented to the Manager mentioned below, 
beginning on the date of this order. 
Such applications afid selections will be 
considered as filed on the hour and re¬ 
spective dates shown for the various 
classes enumerated in the following 
paragraphs: 

(1) Applications by persons having 
prior existing valid settlement rights, 
preference rights conferred by existing 
laws, or equitable claims, subject to al¬ 
lowance and confirmation will be ad¬ 
judicated on the facts presented in sup¬ 
port of each claim or right. All 
applications presented by persons other 
than those referred to in this paragraph 
will be subject to the application and 
claims mentioned in this paragraph. 

(2) All valid applications under the 
homestead, desert land, and small tract 
laws by qualified veterans of World War 
n and, or, the Korean Conflict, and by 
others entitled to preference rights under 
the act of September 27, 1944 (58 Stat. 
747; 43 U. S. C. 279 through 284, as 
amended). presented prior to 10:00 a. m. 
September 26, 1957, will be considered 
as simultaneously filed at that hour. 
Rights under such preference right appli¬ 
cations filed after that hour and before 
10:00 a. m. on December 26, 1957, will 
be governed by the time of filing. 

(3) All valid applications and selec¬ 
tions under the nonmineral public land 
laws other than those coming under 
paragraphs (1) and (2) above presented 
prior to 10:00 a. m.. on December 26, 
1957. will be considered as simultaneously 
filed at that hour. Rights under such 
applications and selections filed after 
that hour will be governed by the time 
of filing. 

Persons claiming veterans' preference 
rights under Paragraph (2) above must 
enclose with their applications proper 
evidence of military or naval service, 
preferably a complete photostatic copy 
of their certificate of honorable dis¬ 
charge. Persons claiming preference 
rights based upon valid settlement, statu¬ 
tory preference, or equitable claims must 
enclose properly corroborated statements 
in support of their applications, setting 
forth all facts relevant to their claims. 
Detailed rules and regulations governing 
applications which may be filed pursuant 
to this notice can be found in Title 43 of 
the Code of Federal Regulations. 

Inquiries concerning these lands shall 
be addressed to the Manager, Land Office. 
Bureau of Land Management, P. O. Box 
148, Phoenix, Arizona. 

E. I. Rowland, 

State Supervisor. 

|P. R. Doc. 57-7082; Piled, Aug. 28. 1957; 

8:48 a. m.] 

No. 168-3 


(Classification No. 15] 

Colorado 

SMALL TRACT CLASSIFICATION; AMENDMENT 
SMALL TRACT OPENING: (PUBLIC SALE) 

Pursuant to authority delegated to me 
by Bureau Order No. 541 dated April 21, 
1954 (19 F. R. 2473), Amendement to 
Classification Order No. 15, appearing as 
Federal Register Document 57-6225 on 
page 6023. the issue of July 31, 1957, is 
hereby amended to show that Reference 
No. 62 is asterisked (♦) to indicate that 
this tract is under application from an 
Individual having statutory preference. 
The asterisk (•) by Reference No. 63 is 
removed. 

Max Caplan, 
State Supervisor. 

August 22, 1957. 

(F. R. Doc. 67-7080; Piled, Aug. 28. 1957; 
8:48 a. m.J 


Nevada 

ORDER PROVIDING FOR OPENING OF PUBLIC 
lands; CORRECTION 

August 20, 1957. 

Order providing for opening of public 
lands in Nevada, identified as F. R. Doc. 
57-2754, filed April 9, 1957. 8:46 a. m. 
and appearing in Federal Register of 
April 10, 1957, page 2379, is corrected to 
change the date for Air-Navigation Site 
Withdrawal No. 10, from May 24, 1928 
to September 14, 1928. 

E. R. Greenslet, 
State Supervisor. 

[F. R. Doc. 57-7079; Piled, Aug. 28, 1957; 
8:48 a. m.J 


Office of the Secretary 

[74623J 
Utah 

REVOKING RESERVOIR SITE NO. 10, EAST FORK 
SEVIER RIVER, UTAH 

1. The Departmental orders of August 
26,1889 and August 18,1894, respectively, 
segregating and withdrawing the follow¬ 
ing-described lands as Reseiwoir Site No. 
10. East Pork Sevier River, Utah, are 
hereby revoked in compliance with the 
provisions of the act of March 3,1891 (26 
Stat. 1095); 

Salt Lake Meridian 

T. 32 S..R. 2 W.. 

Sec. 34, Ei^SE>4; 

Sec. 35.SW»4. 

X 32 S R 2 

Sec. 1, SW^NWV; and W»/4SWU: 

Sec. 2, lots 3, 4. SB»/ 4 NE»A. SW^NW*^, 
andS»^; 

Sec. 3. lot* 1, SE^NE»4. SE*4SW^, and 
SE V4 • 

Sec. 9. E>4NEJ4. SW^NE>4, and SE'A; 

Sec. 10; 

Sec 11, N*/ 2 NE^, SW*^NE^, WV4, and WVi 
SB>4; 

Sec. 12, NW*^NWV4: 

Sec. 14, WV4NEV4. W*/ 2 . and W*4SB^4; 

Sec. 15; 

Sec. 16. E»/4NEi4. E«4SE^. and SWV4SB«4: 
Sec. 21. NE>4 and N}4SE«^; 


Sec. 22, NEV4, WVi. N‘/4SEV4. and SWV4 
SE*^; 

Sec. 23, NW>4 and NW*4SW»4. 

The area described aggregates 4,956.77 
acres. 

2. Within the above-described areas 
are the following-described patented 
lands: 

T. 33 s.. R. 2 w.. 

Sec. 11, WV4W‘/a; 

Sec. 14. W»/2W*4; 

Sec. 15, NE»/ 4 NE> 4 . SEV4NWV4. SW»4. and 
sy2SBV4: 

Sec. 22. N*/4NE*4 and NBV4NW^; 

Sec.23,NWt^NW^4. 

3. The lands restored are located im¬ 
mediately north of the abandoned town 
of Widtsoe, Utah, in a wide, gently slop¬ 
ing to flat valley, and are fair grazing 
lands, but because of insufficient rainfall, 
cannot be farmed economically by dry 
farm methods. There is no source of ir¬ 
rigation water available. 

4. No application for the lands may be 
allowed under the homestead, desert- 
land, small tract, or any other non¬ 
mineral public-land law unless the lands 
have already been classified as valuable 
or suitable for such type of application, 
or shall be so classified upoiT the con¬ 
sideration of an application. Any ap¬ 
plication that is filed will be considered 
on its merits. The lands will not be sub¬ 
ject to occupancy or disposition until 
they have been classified. 

5. Subject to any valid existing rights 
and the requirements of applicable law, 
the lands are hereby opened to filing of 
applications, selections, and locations in 
accordance with the following: 

a. Applications and selections under 
the nonmineral public-land laws may be 
presented to the Manager mentioned be¬ 
low, beginning on the date of this order. 
Such applications and selections will be 
considered as filed on the hour and re¬ 
spective dates shown for the various 
classes enumerated in the following 
paragraphs: 

(1) Applications by persons having 
prior existing valid settlement rights, 
preference rights conferred by existing 
laws, or equitable claims subject to 
allowance and confirmation will be ad¬ 
judicated on the facts presented in sup¬ 
port of each claim or right. All 
applications presented by persons other 
than those referred to in this paragraph 
will be subject to the applications and 
claims mentioned in this paragraph. 

(2) All valid applications under the 
Homestead, Desert Land, and Small 
Tract Laws by qualified veterans of 
World War II or of the Korean Conflict, 
and l^ others entitled to preference 
rights under the act of September 27, 
1944 (58 Stat. 747; 43 U. S. C. 279-284 as 
amended), presented prior to 10:00 a. m.. 
on September 27,1957, will be considered 
as simultaneously filed at that hour. 
Rights under such preference right ap¬ 
plications filed after that hour and be¬ 
fore 10:00 a. m., on December 27, 1957. 
will be governed by the time of filing. 

(3) All valid applications and selec¬ 
tions under the nonmineral public-land 
laws, other than those coming under 
paragraphs (1) and (2) above, presented 
prior to 10:00 a. m.. on December 27, 
1957, will be considered as simultane- 
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oiisly filed at that hour. Rights under 
such applications and selections filed 
after that hour will be governed by the 
time of filing. 

6. The lands have been open to ap¬ 
plications and offers under the mineral 
leasing laws. They will be open to loca¬ 
tion under the mining laws beginning at 
10:00 a. m., on December 27, 1957. 

7. Persons claiming veterans prefer¬ 
ence rights must enclose with their ap¬ 
plications proper evidence of military or 
naval service, preferably a complete 
photostatic copy of the certificate of 
honorable discharge. Persons claiming 
preference rights based upon valid set¬ 
tlement. statutory preference, or equi¬ 
table claims must enclose properly 
corroborated statements in support of 
their claims. Detailed rules and regu¬ 
lations governing applications which 
may be filed pursuant to this notice can 
be found in Title 43 of the Code of Fed¬ 
eral Regulations. 

Inquiries concerning the lands shall 
be addressed to the Manager, Land 
Office, Bureau of Land Management, 
Salt Lake City, Utah. 

Roger C. Ernst, 

Assistant Secretary of the Interior. 

August 22, 1957. 

[P. R. Doc. 67-7085; Plied. Aug. 28, 1957; 

8:49 a. m.J 


DEPARTMENT OF THE TREASURY 

Office of the Secretary 

[Dept. Clrc. 670, Rev. Apr. 20. 1943, 1967, 
Supp. 168] 

General Casualty Company of America 

TERMINATION OF AUTHORITY TO QUALIFY AS 
SURETY ON FEDERAL BONDS 

August 23.1957. 

Notice is hereby given that the Cer¬ 
tificate of Authority issued by the Secre¬ 
tary of the Treasury to General Casualty 
Company of America, Seattle, Washing¬ 
ton. under the provisions of the act of 
Congress approved July 30. 1947 (U. S. 
Code, Title 6. sections 6-13), to qualify 
as sole surety on recognizances, stipula¬ 
tions. bonds and undertakings permitted 
or required by the laws of the United 
States, has been terminated effective 
midnight June 30.1957. 

General Insurance Company of Amer¬ 
ica. Seattle, a Washington corporation, 
holds a certificate of authority from the 
Secretary of the Treasury as an accept¬ 
able surety on bonds in favor of the 
United States. Pursuant to Agreement 
of Merger, effective midnight, June 30, 
1957, General Casualty Company of 
America, Seattle, Washington, was 
merged into General Insurance Company 
of America which is the surviving cor¬ 
poration. General Insurance Company 
of America acquired all of the assets and 
assumed all of the liabilities of General 
Casualty Company of America. A cer¬ 
tified copy of the agi’eement of merger 
filed with the Secretary of State of the 
State of Washington on June 28, 1957, 
and a copy of the agreement filed with 
the Auditor of King County, Washing¬ 
ton, is on file in the Treasury. 


The merger of the companies will not 
affect the underwriting limitation for the 
surviving corporation. General Insurance 
Company of America, which will remain 
at $6,242,000.00. 

[seal] W. Randolph Burgess. 

Acting Secretary of the Treasury. 

[P. R. Doc. 67-7090; Filed, Aug. 28, 1957; 
8:50 a. in.] 


ATOMIC ENERGY COMMISSION 

IDocket 60-721 
University op Utah 

NOTICE OF PROPOSED ISSUANCE OF FACILITY 
LICENSE 

Please take notice that the Atomic 
Energy Commission proposes to issue to 
the University of Utah, Salt Lake City. 
Utah, the license set forth in Annex ‘‘A” 
below unless on or before 15 days after 
the filing of this notice with the Federal 
Register Division a request for a formal 
hearing is filed with the Commission as 
provided by § 2.102 (b) of the Commis¬ 
sion's rules of practice (10 CPR Part 2). 
There is attached as Annex “B" a mem¬ 
orandum submitted by the Division of 
CJivilian Application which summarizes 
the principal factors considered in re¬ 
viewing the application for license. For 
further details see the application for 
license at the Commission's Public Doc¬ 
ument Room, 1717 H Street NW., Wash¬ 
ington. D. C. 

Dated at Washington. D. C., this 22d 
day of August 1957. 

For the Atomic Energy Commission. 

H. L. Price, 

Director, 

Division of Civilian Application, 

Annisc “A'* 

LICFNSE AUTHORIZING ACQUISITION, POSSESSION 
AND OPERATION OP UTILIZATION FACILITT 

On June 24. 1957, the University of Utah. 
Salt Lake City. Utah, filed an application to 
acquire, possess and operate a quclear re¬ 
actor which Is authorized for construction by 
Construction Permit CPRR-13, dated July 8, 
1967, and Issued to Aerojet-General Nu¬ 
cleonics, San Ramon. California. 

The application also seeks authorizations 
relating to special nuclear material, byprod¬ 
uct material and source material associated 
with the operation of the reactor. 

The Atomic Energy Commission has found 
that; 

A. The reactor is a utilization facility as 
defined in the Commission's regulations con¬ 
tained in Title 10, Chapter I. CPR, Part 50, 
"Licensing of Production and Utilization 
FaclllUes." 

B. There is reasonable assurance that the 
applicant will comply with the regulations in 
Chapter I of Title 10 of the Code of Federal 
Regulations, including the regulations in 
Part 20. and that the health and safety of 
the public will not be endangered by the 
operation of the. facility as proposed in the 
application by the University of Utah filed 
June 24, 1957, as amended. 

C. The acquisition, possession, and opera¬ 
tion of the reactor and the receipt, possession 
and use of the special nuclear material In 
the manner proposed by the University of 
Utah in the application in Docket 50-72 will 
not be inimical to the common defense and 
security or to the health and safety of the 
public. 


D. The University of Utah proposes to 
utilize the reactor In the conduct of research 
and development activities of the types speci¬ 
fied in section 31 of the Atomic Energy Act of 
1954. 

E. The University of Utah is financially 
qualified to operate the reactor in accord¬ 
ance with the regulations contained in Title 
10, Chapter I. CFR; to assume financial re¬ 
sponsibility for payment of Commission 
charges for special nuclear material and to 
undertake and carry out the proposed use of 
such material for a reasonable period of time. 

F. The University of Utah is technically 
qualified to operate the reactor. 

Subject to the conditions and require¬ 
ments incorporated herein, the Atomic 
Energy Commission hereby licenses the Uni¬ 
versity of Utah as provided below: 

A. Pursuant to section 104c of the Atomic 
Energy Act of 1954 (hereinafter referred to 
as "the Act”) and Utle 10, CFR, Chapter 
I, Part 60, "Licensing of Production and 
Utilization Facilities," to acquire, possess and 
operate the reactor at the location in Salt 
Lake City, Utah. de:^cribed in the application 
in Docket 60-72. 

B. Pursuant to the act and Title 10, CPR. 
Chapter I, Part 70, "Special Nuclear Ma¬ 
terial." to receive, possess, and use up to 
700 grams of contained uranium 235 for use 
in connection with the operation of the 
reactor. 

C. Pursuant to the act and Title 10, CFR. 
Chapter I, Part 30, "Licensing of Byproduct 
Material," to possess but not to separate 
from the fuel or target material such by¬ 
product material as may be produced from 
operation of the reactor. 

This license shall be deemed to contain 
and be subject to the conditions specified in 
S 50.54 of Part 60 and § 70.32 of Part 70: la 
subject to all applicable provisions of the 
Atomic Energy Act of 1954 and rules, regu¬ 
lations and orders of the Atomic Energy 
Commission now or hereafter in effect; and 
Is subject to any additional conditions speci¬ 
fied or incorporated below: 

A. The reactor shall be operated only in 
accordance with instructions from the Chief 
Reactor Supervisor. 

B. The reactor shall not be operated unless 
the University of Utah has an individual 
as Chief Reactor Supervisor who has been 
approved by the Commission. 

C. When unattended the reactor shall be 
secured with the standard seals and locks 
supplied by the manufacturer; at such times 
as the reactor Is in a dismantled state, access 
shall be limited to authorized persons by 
means of a guard or locked enclosure, locked 
room, or locked building. 

D. The conditions and requirements in Ap¬ 
pendix "A" attached hereto are a part of this 
license. 

E. This license shall expire 20 years ffom 
the date of issuance hereof unless sooner 
terminated. 

Date of issuance; 

For the Atomic Energy Commission. 


Director, 

Division of Civilian Application. 

Appendix "A** 

I. Operating restrictions, a. The University 
of Utah shall operate the reactor in accord¬ 
ance with the procedures described in its ap' 
plication filed June 24. 1957, as amended, 
as such procedures may be further amended 
by this license. 

b. The University of Utah shall not operate 
the reactor at power levels in excess of 100 
milliwatts without previous authorization 
from the Commission. 

n. Records. In addition to those otherwise 
required under this license and applicable 
regulations, the University of Utah shall keep 
the following records: 
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a. Reactor operatiug: records, including 
power levels. 

b. Record of In-plle irradiations. 

c. Records showing radioactivity released 
or discharged into the air or water beyond the 
effective control of the University of Utah as 
measured at the point of such release or dis¬ 
charge. 

d. Records of emergency reactor scrams, 
including reasons for emergency shutdowns. 

m. Reports. The University of Utah shall 
Immediately report to the Commission any 
indication or occurrence of a possible unsafe 
condition relating to the operation of the 
facility. 

Annkx •‘B** # 

MEMOEANOUM 

The Utilization facility proposed to be ac¬ 
quired and operated by the University of 
Utah is a small reactor of 100 milliwatt max¬ 
imum power level to be constructed by Aero¬ 
jet-General Nucleonics. San Ramon, Califor¬ 
nia. and designated by the company as Model 
AGN~201. Serial No. 107. It is presently au¬ 
thorized for construction by Construction 
Permit CPRR-13 dated July 8. 1957, and is¬ 
sued to Aerojet-General Nucleonics. The 
Notice of Proposed Issuance of CPRR-13, 
published in the Federal Register on June 
19.1957. 22 F. R. 4329. provided that the Com¬ 
mission may without further prior public 
notice convert the construction permit to a 
Class 104 license authorizing operation of the 
reactor by Aerojet-General Nucleonics and 
the transfer of possession of or title to the re¬ 
actor. or both, to any person licensed to ac¬ 
quire it, if it is found that the reactor has 
been constructed in accordance with the 
specifications contained in the application 
for the construction permit, and in conform¬ 
ity with the provisions of the act and of the 
rules and regulations of the Commission, 
and in the absence of any good cause being 
shown to the Commission that the granting 
of such license would not be in accordance 
with the provisions of the act. 

A complete description and hazards analy¬ 
sis of the reactor are contained in license ap¬ 
plications and amendments submitted by 
AGN In Dockets F-15. P-32, F-44 and 60-53. 
A summary of the Model AGN-201 reactor 
description and discussion of the hazards 
analysis by the Commission's staff are set 
forth in a memorandum accompanying the 
Notice of Proposed Issuance of Construction 
Permit In Docket P-32 published in the 
Pedbral Register on February 6, 1957, 22 
F. R. 742. 

Description of site. The reactor is to be 
located on the campus of the University of 
Utah inside the city limits of Salt Lake City. 
Utah. The reactor is to be housed in a 
room on the lower floor of a building Iden¬ 
tified as Building 15 on the campus map. 
Building 15 is of brick construction. A 
floor drain near the reactor area runs into 
the campus sewer system. In addition to 
housing the reactor. Building 15 houses the 
welding shop, fuel technology research lab¬ 
oratory. bulk flow research laboratory, and 
the campus steam generating plant. The 
University advises that the welding shop is 
occupied by about 12 people at a time. The 
entrance to the welding shop Is through one 
end of the reactor area and the University 
states that the personel using the route will 
be at least twenty feet from the reactor at 
ell times. The bulk flow laborktory is at one 
end of the reactor area and normal occu¬ 
pancy of the laboratory is one or two peo¬ 
ple. The fuel technology laboratory is lo¬ 
cated above the reactor area, a concrete slab 
floor separating the rooms. The applicant 
states that normal occupancy of that lab¬ 
oratory is eight people. The steam plant is 
separated from the reactor area by a twelve- 


inch brick wall, and normal occupancy of 
the steam plant is four men. 

The proposed license Incorporates a con¬ 
dition that when the reactor Is unattended 
it shall be secured with the standard locks 
and seals supplied by the manufacturer; and 
at such times as the reactor is in a dis¬ 
mantled state, access shall be limited to au¬ 
thorized persons by means of a guard or 
locked enclosure, locked room, or locked 
building. 

Hazards analysis. The hazards and safety 
features associated with this reactor were 
discussed in the aforementioned memoran¬ 
dum published in the Federal Register on 
February 6. 1967, 22 P. R. 742. 

It is concluded from an examination of the 
potential hazards and conceivable mishaps 
that (1) no significant amount of radiation 
or radioactive materials would be released 
and no hazards to the public would ensue 
from the proposed operation and (2) there 
are no characteristic^ of the site or proposed 
operations at the University of Utah campus 
which would detract from the safety of op¬ 
eration of the reactor. 

Technical qualifications. The reactor is 
proposed to be utilized primarily for the 
training of students in various fields of nu¬ 
clear technology. 

The organization which has been devised 
for operation of the reactor by the Univer¬ 
sity of Utah places responsibility for the 
promulgation and enforcement of adminis¬ 
trative rules, regulations and operating pro¬ 
cedures on the Chief Reactor Supervisor. 
In view of these important functions as¬ 
signed to the Chief Reactor Supervisor, the 
evaluation of the technical qualifications of 
the University of Utah to operate the reactor 
in a safe and competent manner must to a 
large measure rely on the qualifications of 
the individual in that position. 

The University has designated Mr. Richard 
E. Turley as Chief Reactor Supervisor. Mr. 
Turley, who is Instructor of Mechanical En¬ 
gineering has a M.S. degree and will teach 
the courses in nuclear engineering at the 
University of Utah. During 1955 and 1956, 
he was In the Test Engineering Nuclear Op¬ 
erations group dt Convalr, a Division of Gen¬ 
eral Dynamics Corporation, Fort Worth, 
Texas, engaged in experiments involving re¬ 
actor hazards after shutdown. Group re¬ 
sponsibility also Included the operation of 
two heterogeneous, water-cooled and -mod¬ 
erated reactors. He has been closely asso¬ 
ciated with work being done in radiation 
effects, meteorology, shielding and reactor 
faculty design. He participated in a nine- 
month seminar covering nuclear physics, 
reactor theory, reactor technology, radiation 
effects, health physics and analysis of ex¬ 
periments. 

In view of the qualifications and position 
of Mr. Turley and considering the back¬ 
ground of various other members of the 
University of Utah in nuclear matters, it is 
concluded that the University is technically 
qualified to operate the reactor. 

Financial qualifications. The University 
of Utah has received a grant from the AEG 
to cover the. approximately $95,000 purchase 
price of the reactor. The annual operating 
expenses are estimated to be $9,300 which the 
University has budgeted for the coming fiscal 
year and which it states it will continue 
to do in the future. This Is a minor portion 
of the University’s annual expenditures which 
amounted to $10,600,000 in the 1966 fiscal 
year. 

Conclusions. Based on the above con¬ 
siderations it is concluded that: 

a. There is reasonable assurance that the 
health and safety of the public will not be 
endangered by operation of the reactor at 
the proposed site on the University of Utah 
campus. 


b. The University of Utah is technically 
and financially qualified to engage in the 
proposed activities. 

Dated: August 22,1957. 

For the Division of Civilian Application. 

H. L. Price, 
Director. 

IF. R. Doc. 67-7064; Filed, Aug. 27. 1957; 
12:30 p. m.] 


[Docket 50-80] 

Colorado State University 

NOTICE OF PROPOSED ISSUANCE OF FACILITY 
LICENSE 

Please take notice that the Atomic 
Energy Commission proposes to issue to 
Colorado State University. Port Collins, 
Colorado, the license set forth In Annex 
•*A** below unless on or before 15 days 
after the filing of this notice with the 
Federal Register Division a request for 
a formal hearing is filed with the Com¬ 
mission as provided by § 2.102 (b) of the 
Commission’s rules of practice (10 CPR 
Part 2). There is attached as Annex 
“B” a memorandum submitted by the 
Division of Civilian Application which 
summarizes the principal factors con¬ 
sidered in reviewing the application for 
license. For further details see the ap¬ 
plication for license at the Commission's 
Public Document Room, 1717 H Street 
NW.. Washington, D. C. 

Dated at Washington, D. C., this 22d 
day of August 1957. 

For the Atomic Energy Commission. 

H. L. Price, 

Director, 

Division of Civilian Application. 

AlfNEX **A'* 

LICENSE AUTKORIZINO ACQUISITION. POSSESSION 

and OPERATION OP UTILIZATION FACILITY 

On July 22, 1957. Colorado State University, 
Fort Collins, Colorado, filed an application to 
acquire, possess and operate a nuclear re¬ 
actor authorized for construction by Con¬ 
struction Permit CPR^13. dated July 8, 
1957, and issued to Aerojet-General Nucle¬ 
onics. San Ramon, California. The applica¬ 
tion also seeks authorizations relating to 
special nuclear material, byproduct ma¬ 
terial and source material associated with 
the operation of the reactor. 

The Atomic Energy Commission has found 
that: 

A. The reactor is a utilization facility as, 
defined in the Commission’s regulations con¬ 
tained In 'ntle 10, Chapter 1, CFR. Part 50, 
*’LicenBing of Production and Utilization 
Facilities.’* 

B. There is reasonable assurance that the 
applicant will comply with the regulations 
in Chapter I of Title 10 of the Code of Fed¬ 
eral Regulations, including the regulations 
in Part 20, and that the health and safety 
of the public will not be endangered by the 
operation of the facility as proposed in the 
application by Colorado State University 
filed July 22. 1957. 

C. The acquisition, possession, and opera¬ 
tion of the reactor and the receipt, possession 
and use of the special nuclear material in 
the manner proposed by Colorado State Uni¬ 
versity in the application in Docket 50-80 
will not be inimical to the common defense 
and security or to the health and safety of 
the public. 
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D. Colorado State Dnlvcrsrty proposes to 
utilize the reactor In the conduct of re¬ 
search and development activities of the 
types specified In section 31 of the Atomic 
Energy Act of 1964. 

E. Colorado State University is financially 
qualified to operate the reactor in accordance 
with the regulations contained in Title 10, 
Chapter 1, CFR; to assume financial respon¬ 
sibility for the payment of Commission 
charges for special nuclear material and to 
undertake and carry out the proposed use 
of such material for a reasonable period of 
time. 

F. Colorado State University is technically 
qualified to operate the reaetpr. 

Subject to the conditions and require¬ 
ments incorporated herein, the Atomic 
Energy Commission hereby licenses Colorado 
State University as provided below: 

A. Pursuant to section 104c of the Atomic 
Energy Act of 1954 (hereinafter referred to 
as "the act") and Title 10, CFR, Chapter I, 
Part 50, "Licensing of Production and Utili¬ 
zation FStellltlea’* to acquire, possess and 
operate the reactor at the location In Fort 
Collins, Colorado, described in the applica¬ 
tion in Docket 50-80. 

B. Pursuant to the act and Titlle 10. CFR, 
Chapter 1, Part 70, "Special Nuclear Ma¬ 
terial". to receive, possess, and use up to 700 
grams of contained uranium 235 for use in 
connection with the operation of the reactor. 

C. Pursuant to the act and Title 10, CFR, 
Chapter I, Part 30, "Licensing of Byproduct 
Material." to possess but not to separate from 
the fuel or target material such byproduct 
material as may be produced from operation 
of the reactor. 

This license shall be deemed to contain and 
be subject to the conditions specified in 
S 50.54 of Part 50 and { 70.32 of Part 70; is 
subject to all applicable provisions of the 
Atomic Energy Act of 1954 and rules, regula¬ 
tions and orders of the Atomic Energy Com¬ 
mission now or hereafter in effect, and is 
subject to any additional conditions specified 
or incorporated below: 

A. The reactor shall be operated only in 
accordance with instructions from the Chief 
Reactor Supervisor. 

B. The reactor shall not be operated unless 
Colorado State University has an individual 
as Chief Reactor Supervisor who has been 
approved by the Commission. 

C. When unattended the reactor shall be 
secured with the standard seals and locks 
supplied by the manufacturer; at such times 
as the reactor is in a dismantled state, ac¬ 
cess shall be limited to authorized persons 
by means of a guard or locked enclosure, 
locked room, or locked building. 

D. The conditions and requirements con¬ 
tained In Appendix "A", attached hereto, are 
a part of this license. 

E. This license shall expire 20 years from 
the date of issuance hereof unless sooner 
terminated. 

Date of issuance; 

For the Atomic Energy Commission. 


Director, 

Division o/ Civilian Application. 

AppE3<n>xx "A" 

I. Operating restrictions, a. Colorado 
State University shall operate the reactor in 
accordance with the procedures described in 
its application filed July 22. 1957, as such 
procedures may be further amended by this 
license. 

b. Colorado State University shall not op¬ 
erate the reactor at power levels in excess of 
100 milliwatts without previous authoriza¬ 
tion from the Commission. 

II. Records. In addition to those other¬ 
wise required under this license and appli¬ 
cable regulations Colorado State University 
shall keep the following records: 


a. Reactor operating records, including 
power levels. 

b. Records ol in-pile irradiations. 

c. Records showing radioactivity released 
or discharged into the air or water beyond 
the effective control of Colorado State Uni¬ 
versity as measured at the point of such re¬ 
lease or discharge. 

d. Records of emergency reactor scrams, 
including reasons for emergency shutdowns. 

III. Reports. Colorado State University 
shall Immediately report to the Commission 
any indication or occurrence of a possible 
unsafe condition relating to the operation of 
the faculty. 

Annex "B" 

MEMORANDUM 

The iitUization faciUty proposed to be 
acquired and operated by Colorado State 
University is a small reactor of 100 miUiwatts 
maximum power level to be constructed by 
Aerojet-General Nucleonics, San Ramon, 
California, and designated by the company 
as Model AGN-201. Serial No. 109. It is pres¬ 
ently authorized for construction by Con¬ 
struction Permit CPRR^13, dated July 8, 
1957, and issued to Aerojet-General Nucle¬ 
onics. The Notice of Proposed Issuance of 
CPRR^13, published in the Federal Register 
on June 19, 1957, 22 F. R. 4329. provided 
that the Commission may without fmrther 
prior pubUc notice convert the construction 
permit to a Class 104 license authorizing 
operation of the reactor by Aerojet-General 
Nucleonics and the transfer of possession of 
or title to the reactor, or both, to any person 
licensed to acquire it if it is found that the 
reactor has been constructed in accordance 
with the specifications contained in the ap¬ 
plication for the construction permit, and 
In conformity with the provisions of the act 
and of the rules and regulations of the Com¬ 
mission. and in the absence of any good cause 
being shown to the Commission that the 
granting of such license would not be in 
accordance with the provisions of the act. 

A complete description and hEizards analy¬ 
sis of the reactor are contained in license 
applications and amendments submitted by 
AON in Dockets P-16. P-32, F-44 and 50-53. 
A summary of the Model AGN-201 reactor 
description and discussion of the hazards 
analysis by the Commission’s staff are set 
forth in a memorandum accompanying the 
Notice of Proposed Issuance of Construction 
Permit In Docket P-32 published In the Fed¬ 
eral Register on February 6, 1957, 22 P. R. 
742. 

Description of site. The reactor Is to be 
located on the caripus of Colorado State 
University inside the city limits at Fort 
Collins, Colorado. The reactor is to be 
housed in a room to be constructed on the 
lower floor of the Physics Wing In the En¬ 
gineering Building. The Engineering Build¬ 
ing is a three-floor, four-wing structure vidth 
the four wings connected by an arcade. In 
addition to housing the reactor, the building 
will be utilized for teaching and research. 
Colorado State University states that the 
number of people exp>ected to be present in 
the Physics Wing at any one time would be 
approximately 280. 

llie proposed license incorporates a condi¬ 
tion that when the reactor Is unattended 
it shall be secured with the standard locks 
and seals supplied by the manufacturer; and 
at such times as the reactor is in a dismantled 
state, access shall be limited to authorized 
persons by means of a guard or locked en¬ 
closure, locked room or locked building. 

Hazards analysis. The hazards and safety 
features associated with this reactor were dis¬ 
cussed in the aforementioned memorandum 
published in the Federal Register on Febru¬ 
ary 6. 1967. 22 F. R. 742. 

It is concluded from an examination of the 
potential hazards and conceivable mishaps 
that (H no significant amount of radiation 
or radioactive materials would be released 


and no hazards to the public would ensue 
from the proposed operation and (2) there 
are no characteristics of the site or proposed 
operations at the Colorado State University 
campus which would detract from the safety 
of operation of the reactor. 

Technical qttaliflcations. The reactor is 
proposed to be utilized primarily for the 
training of students in various fields of nu¬ 
clear technology. 

The organization which has been devised 
for operation of the reactor by Colorado State 
University places responsibility for the 
promulgation and enforcement of adminis¬ 
trative rules, regulations and operating pro¬ 
cedures on the<*Chicf Reactor Supervisor. In 
view of these important functions assigned to 
the Chief Reactor Supervisor, the evaluation 
of the technical qualifications of Colorado 
State University to operate the reactor in a 
safe and competent manner must to a large 
measiure rely on the qualifications of the 
individual in this position. 

Colorado State University has designated 
Mr. Elias Smith Murphy as Chief Reactor 
Supervisor. Mr. Murphy obtained a B. S. 
degree from Brigham Young University and 
an M. S. degree from Colorado A3cM College. 
He has had the one-week Aerojet-General 
Nucleonics training course and will have 
completed tlie eight-week Oak Ridge Reactor 
Training Program by August 23, 1957. 

In view of the qualifications and position 
of Mr. Murphy and considering the back¬ 
ground of various other members of the Colo¬ 
rado State University staff In nuclear matters, 
it Is concluded that the University is tech¬ 
nically qualified to operate the reactor. 

Fiiiancial qualifications. Colorado State 
University has received a grant from the 
AEC to cover the approximately $95,000 pur¬ 
chase price of the reactor. The annual op¬ 
erating expenses are estimated at $10,000 
which Colorado State University has budg¬ 
eted for the coming fiscal year and which it 
states it will continue to do in the future. 

Concltision. Based on the above con¬ 
siderations it is concluded that: 

a. There is reasonable assurance that the 
health and safety of tlie public will not be 
endangered by operation of the reactor at 
the proposed site on the Colorado State 
University campus. 

b. Colorado State University is technically 

and financially qualified to engage in the 
proposed activities. \ 

Dated: August 22, 1957. 

For the Division of Civilian Application. 

H. L. Price, 
Director. 

IF. R. Doc. 67-7067; Filed. Aug. 27, 1957; 

12:30 p. m.) 


[Docket No. 50-62J 
University or Virginia 

NOTICE OF PROPOSED ISSUANCE OF 
CONSTRUCTION PERMIT 

Please take notice that the Atomic 
Energy Commission proposes to issue to 
the University of Virginia a construction 
permit substantially as set forth in Ap¬ 
pendix A below unless on or before 15 
days after filing of this notice in the 
Federal Register a request for formal 
hearing is filed in the manner prescribed 
by S 2.102 (b) o f the Commission’s rules 
of practice (10 CFR Part 2). There is 
annexed as Appendix B a memorandum 
submitted by the Division of Civilian Ap¬ 
plication which summarizes the principal 
features of the proposed reactor and the 
principal factors considered in review¬ 
ing the application for license. For 
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I further details see the application for 
I license at the Commission’s Public Docu- 

■ ment Rooin. 1717 H Street NW.. Wash- 
I ington, D. C. 

I Dated at Washington, D. C., this 22d 
I day of August 1957. 

I For the Atomic Energy Commission. 

I H. L. Price. 

I Director, 

I Division of Civilian Application. 

V Appendix A 

I CONSTRUCTION PERMIT 

I The University of Virginia (hereinafter rc- 
I ferred to as “the University”) on March 29. 
I 1957. filed its application for a Class 104 
I license to construct and operate a nuclear 
I reactor (hereinafter referred to as “the re- 
I actor”). An amendment to the application 
I was filed on June 28. 1957. The application 
I as amended will be referred to herein as “the 
I application”. 

I The Atomic Energy Commission (herein- 

■ after referred to as the “Commission”) has 
I found that : 

I A. The reactor will be a utilization facility 
I as defined In the Commission’s regulations 
I contained In Title 10. Chapter I. CFA. Part 
I 50. “Licensing of Production and Utilization 

■ Facilities.” 

■ B. The University proposes to utUize the 
I reactor in the conduct of research and de- 
I velopment activities of the types specified 
I in section 81 of the Atomic Energy Act of 

■ 1954. 

I C. The University is financially qualified 
I to construct and operate the reactor in ac- 
I cordance with the regulations contained in 
I Title 10. Chapter I, CFR; to assume financial 
I responsibility for the payment of Commis- 
I Sion charges for special nuclear material and 
I to undertake and carry out the proposed 
I use of such material for a reasonable period 
I of time. 

I D. The University is technically qualified 
I to design and construct the reactor. 

I K. The University has submitted sufficient 
I information to provide reasonable assurance 
I that a reactor of the general type proposed 
I can be constructed and operated at the pro- 

■ posed location without undue risk to the 
I health and safety of the public and that 
I additional information required to complete 
I its application will be supplied. 

I P. The issuance of a construction permit 
I to the University will not be inimical to the 
I common defense and security and to the 
I health and safety of the public. 

I Pursuant to the Atomic Energy Act of 1964 
I and Title 10, CFR. Chapter 1. Part 50. “U- 
I censing of Production and Utilization Paclll- 
l ties”, the Commission hereby Issues a con- 
1 structlon permit to the University to 
I construct the reactor as a utilization facility. 
I This permit shall be deemed to contain and 
I be subject to the conditions specified in 
I !§ 50.54 and 50.55 of said regulations: is sub- 
I Ject to all applicable provisions of the Atomic 
I Energy Act of 1954 (hereinafter referred to 
I as “the act”) and rules, regulations and or- 
I ders of the Commission now or hereafter In 
I effect; and is subject to any additional con- 
I ditlons specified or incorporated below. 

I A, The earliest completion date of the re- 
I actor is January 1, 1958. The latest date 
I for completion of the reactor is January 1, 

, I 1059. The term “completion date” as used 
' I herein means the date on which construction 
I of the reactor is completed except for the 
I I introduction of the fuel material. 

I B. The site proposed for the location of 
I I the reactor is the location near Charlottes- 
I I viiie. Virginia, specified in the application, 
i I C. The general type of facility authorized 
I for construction is a light water cooled and 
,1 moderated research reactor designed to oper- 
[■ ate at a thermal power level of 1,000 kilo- 
|l Watts, as described in the application. 


This permit is subject to submittal by the 
University to the Commission (by proposed 
amendment of the application) of the com¬ 
plete, final Hazards Summary Report (por¬ 
tions of which may be submitted and evalu¬ 
ated from time to time) and a finding by the 
Commission that the final design provides 
reasonable assurance that the health and 
safety of the public will not be endangered 
by operation of the reactor in accordance 
with the specified procedures. 

Upon completion (as defined in Paragraph 
“A” above) of the construction of the facility 
in accordance with the terms and conditions 
of this permit, upon the filing of any addi¬ 
tional information needed to bring the orig¬ 
inal application up to date, and upon finding 
that the facility authorized has been con¬ 
structed in conformity with the application 
as amended and in conformity with the pro¬ 
visions of the act and of the rules and reg¬ 
ulations of the Commission, and in the ab¬ 
sence of any good cause being shown to the 
Commission why the granting of a license 
would not be in accordance with the provi¬ 
sions of the act, the Commission will issue 
a Class 104 license to the University pur¬ 
suant to section 104c of the act, which li¬ 
cense shall expire twenty (20) years after 
the date of this construction permit. 

Date of issuance: 

For the Atomic Energy Commission. 


Director, 

Division of Civilian Application. 

Appendix B 

MEMORANDUM 

Part I—Description of facility. The Uni¬ 
versity of Virginia has submitted a license 
application for a nuclear reactor designed to 
operate at a maximum thermal power of one 
megawatt. The reactor Is of the “swimming 
pool” type and will be moderated, reflected, 
shielded and cooled with light water. It 
will be used for instruction, research and 
development. 

It is proposed to locate the reactor in 
Albemarle County, Virginia, 2000 feet west 
of the city limits of Charlottesville (popula¬ 
tion approximately 25,000) at an elevation 
of 700 feet above sea level. The site is 
located at an abandoned reservoir 200 feet 
up the ridge that runs between Mt. Jefferson 
and Lewis Mountain. There are no resi¬ 
dential districts closer than 2000 feet. Thinly 
populated suburban developments are located 
over the ridge about % mile west of the 
reactor. The County of Albemarle which 
extends beyond the reactor site for more 
than ten miles in all directions has a rural 
population density of less than 300 persons 
per square mile. The site will be fenced 
off to prevent entry of unauthorized 
personnel. 

The reactor will be housed in a reinforced 
masonry cylindrical structure which Is 
rendered reasonably gas-tight by an inside 
plaster coating and suitable gas seals or 
gaskets on both doors. The facility will be 
built into the side of a hill with three sides 
of the pool in which the reactor operates 
below ground level and the fourth side above 
ground level to provide access to the reactor 
through ports known as beam holes which 
are normally plugged. To assure adequate 
shielding from radiation an additional 
thickness of concrete will be provided at the 
exiK>sed end of the pool. A laboratory area 
will be provided adjacent to the pool. The 
building is ventilated through normally 
closed gasketed shutters with a fan that is 
Interlocked for shutdown when excess radia¬ 
tion is detected. Conventional masonry 
construction will be used for the remainder 
of the building which houses a supporting 
laboratory, shop and office space. 

The pool In which the reactor operates 
will be constructed of reinforced concrete 


with a suitable sealant such as “Amercoat” 
and will be 32 feet long. 14 feet wide and 25 
feet deep with a 24-foot operating water 
level. An aluminum gate is located approx¬ 
imately midway of the pool so that either 
side may be drained independently of the 
other while the reactor is adequately shielded 
by the water in the undrained side. The 
reactor will be suspended from a travelling 
platform with the active lattice 18,5 feet 
below the water surface. It can be operated 
at either end of the pool at up to 100 kilo¬ 
watts power level using convection cooling 
by the pool water. Demineralized water will 
not be necessary for operation up to 100 
kilowatts. However, operation at one mega¬ 
watt power level requires demineralized water 
and forced cooling. This operation can be 
accomplished only at the beam hole end of 
the pool where forced cooling facilities are 
provided. In the event that experimental 
procedures call for the emergence of radiation 
from the beam holes the area will be ade¬ 
quately shielded by temporary shielding 
stacked around the experimental equipment. 

The reactor core will be made up of 3-inch 
X 3-inch aluminum clad enriched uranium 
fuel subassemblies, four of which will operate 
with the center half of the fuel plates re¬ 
moved to accommodate the control rods. 
The subassemblies will contain 12 and 6 
plates and 165 and 82.5 grams of fuel, re¬ 
spectively. The fuel section of the plates is 
approximately 24 inches long. The estimated 
critical loading Is 2,970 gi'ams of U-235 and 
the core will contain 16 standard and four 
half subassemblies with three boron carbide 
and one stainless steel control rods. The rod 
worths are estimated approximately to be 
3 percent and 0.5 percent delta k. respectively. 

The applicant has stated that the estimated 
reactivity requirements for 100-kllowatt 
operation are; 

Amount 

Requirement: (% delta k/k) 

Operational _ 0.3 

Temperature (10* C. average rise).. 0.42 

Fuel depletion_ o. 15 

Xe poisoning_ o. 45 


Total for operation__ 1.32 

Allowance for experiments_-_- 2. 0 

Values in this table appear to be reasonable 
and acceptable with the possible exception 
of the 2 percent listed as allowance for ex¬ 
periments. Since the applicant has not pre¬ 
sented a detailed analysis Justifying the need 
for 2 percent excess reactivity for experi¬ 
ments, Judgment on the validity of this 
number is reserved. In some cases it has 
seemed wise to limit the total value of re¬ 
activity in experiments to values somewhat 
lower than 2 percent. Whatever the value, 
careful study must give assurance that ac¬ 
cidents will not lead to inadvertent reactivity 
additions into the reactor. This study is 
usually given at the time detailed attention 
is given to the planning of the experimental 
program. 

For one megawatt operation the amount 
of reactivity required for xenon override will 
be 2.4 percent. 

The coefficients of reactivity are estimated 
as: 

Temperature coefficient- —4.18x10-4/* Cen¬ 
tigrade. 

Void coefficient_—7.2x10-3/% void. 

Part II—Hazards analysis—General con- 
sideratUms. There is an extensive body of 
relevant knowledge and successful operating 
experience for reactors of this type. The 
power levels of existing reactors range from 
several kilowatts to many megawatts. 
Therefore, there is no reason to doubt that 
this reactor can be designed, constructed 
and operated successfully as planned by the 
University of Virginia. In addition, the in¬ 
formation presented indicates that the ex¬ 
perimental program planned for this reactor 
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c&n be conducted without undue hazard to 
either the operating personnel or the general 
public. 

Negative coefficients of reactiviiy. Fea¬ 
tures ol Importance in considerations of safe 
operation of this reactor are the negative co- 
elBcients of reactivity that tend to protect 
the reactor from an uncontrolled power ex¬ 
cursion. The two major coefficients are the 
temperature and void coefficients, values of 
which are noted in Part I, and both of these 
are negative. 

Consequences of accidents. The reactor 
building will be constructed as a contain¬ 
ment vessel designed for 0.5 psi differential 
pressure. The volume will be about 80.000 
cubic feet. The applicant estimates that an 
energy release of approximately 27 mega¬ 
watt-seconds would be required to create a 
pressure of 0.5 psi. The BORAX experiments 
show that for this type of reactor excess re¬ 
activities of greater than 2 percent delta k 
with attendant reactor periods shorter than 
10 mUUseconds would be required to achieve 
such an energy release. 

The applicant has investigated various acts 
or accidents to determine the possibility of 
introducing excess reactivity of the order of 
2 percent delta k. According to Bulk Shield¬ 
ing Facility data the complete collapse or 
flooding of the largest horizontal beam hole 
(6 inches diameter) would yield about 0.3 
percent delta k. Tests to determine the ter¬ 
minal velocity of a fuel subassembly In water 
indicate that a subassembly inadvertently 
dropped into a position in the periphery of 
the lattice would be roughly equivalent to a 
step addition of approximately 1.2 percent 
delta k. Therefore, there seems to be no 
credible act or accident that would cause a 
power excursion great enough to exceed the 
0.5 psi pressure which Is considered safe for 
the container. If a violent power excursion 
induced a shock wave of sufficient magnitude 
to crack the walls of the pool, the water 
would drain to the waste pond where it 
would be collected. 

As noted above, the applicant could not 
postulate a credible act that would produce 
a transient of sufficient violence to breach 
the container. However, in order to evalu¬ 
ate the site proposed for the reactor the 
applicant selected a hypothetical case in 
which a 100 megawatt-second energy release 
was assumed without indicating a cause for 
the release. 

Estimates of the consequences of such an 
accident, even under most unfavorable local 
weather conditions, show that the general 
public off-slte is reasonably safe from over¬ 
exposure to radiation. This includes even 
a postulate that a large portion of the radio¬ 
activity is deposited by washout in the set¬ 
tling basins of the City of Charlottesville 
filtration plant. 

Summary. The application has been re¬ 
viewed at this time only for the purpose of 
determining whether there is a reasonable 
assurance that a facility of the general type 
proposed can be constructed and operated 
at the proposed location without undue risk 
to the health and safety of the public. The 
determination is based on information con¬ 
tained in the application, as amended, and 
the relatively large amount of experience 
available to date on the operation of other 
reactors of this general type. It was not 
considered necessary at this stage to give 
detailed consideration to the adequacy or 
acceptability of particular design features 
or specifications of the reactor and its asso¬ 
ciated equipment, to the proposed operating 
procedures, or to the safety of the reaetpr 
for specific types of research and develop¬ 
ment pograms. 

Prior to the issuance of a license author¬ 
izing operation of the reactor, a complete 
review and evaluation of (1) the safety as¬ 
pects of the reactor and containment de¬ 
sign; (2) the operating and supervisory pro¬ 
cedures; (3) the particular research and de¬ 
velopment i>rogram8 to be carried out; and 


(4) the emergency plans, must demonstrate 
that operation of the reactor will not be 
inimical to the conunon defense and security 
or to the health and safety of the public* 

Within this framework and based on the 
considerations described above, it is con¬ 
cluded that a facility of the type proposed 
can be constructed and operated at the se¬ 
lected site without undue hazard to the 
health and safety of the public. 

Part III—Technical qualifications. The 
applicant has available the professional skills 
of the staffs of its Engineering School and of 
the science departments of the schools of the 
University. Members of the staff who will 
have direct supervision of design and con¬ 
struction of the facility have had extensive 
experience in nuclear reactor technology. 

Part IV—Financial qualifications. The 
University of Virginia is an agency of the 
Commonwealth of Virginia and Is financed 
by legislative appropriations, endowment in¬ 
come, gifts, and tuition charges. This facil¬ 
ity will be constructed in the major part with 
funds appropriated for this purpose by the 
legislature. 

Part V — Conclusions. Based on the above 
considerations, it is concluded that: 

a. There is reasonable assurance that a 
facility of the general type proposed can be 
constructed and operated at the proposed 
site without undue risk to the health and 
safety of the public. 

b. The applicant is technically and finan¬ 
cially qualified to design and construct the 
facility. 

For the Division of Civilian Application. 


August 22.1957. 


H. L. Price, 
Director. 


(P. R. Doc. 57-7066: Piled, Aug. 28. 1957; 
8:45 a. m.] 


[Docket No. 50-79] 

American Machine & Foundry Co. 

NOTICE OF PROPOSED ISSUANCE OF FACILITY 
EXPORT LICENSE 

Please take notice that'the Atomic 
Energy Commission (hereinafter ‘'the 
Commission") proposes to issue, on Form 
AEC-'250. the facility export license de¬ 
scribed below unless within 15 days after 
filing of this notice with the Federal 
Register Division, a request for a formal 
hearing is filed with the Commission in 
the mamier prescribed bjf 5 2.102 (b) of 
the Commission’s rules of practice (10 
CPRPart2). 

1. Pursuant to section 104 (c) of the 
Atomic Energy Act of 1954 (hereinafter 
"the act") and Title IQ. CFR. CHiapter I. 
Part 50, "Licensing of Production and 
Utilization Facilities," and findings by 
the Commission that (a) the reactor pro¬ 
posed to be exported is a utilization fa¬ 
cility; (b) the issuance of a license for 
the export thereof is within the scope of 
and Is consistent with the terms of an 
agreement for cooperation with the Gov¬ 
ernment of Portugal, and (c) the 
issuance of an export permit to the 
American Machine k Foimdry Company 
will not be Inimical to the common de¬ 
fense and security and to the health and 
safety of the public, the Commission will 
issue a license to American Machine & 
Foundry Company. 261 Madison Avenue, 
New York 16. New York, authorizing the 
export of a 1 megawatt pool-type re¬ 
search reactor described in the com¬ 
pany’s license application filed July 22, 


1957. The reactor is to be exported u| 
the Junta De Energia Nuclear (Atomirl 
Energy Commission) Lisbon, Portugal 

2. The license will be subject to Uk| 
following conditions: 

(a) Neither the license nor any rig 
under the license shall be assigned cfl 
otherwise transferred in violation of | 
provisions of the act. 

<b) The license will be subject to the I 
right of recapture or control reserved by I 
section 108 of the act and to all othefl 
provisions of the act, now or hereafter ia I 
effect, and to all rules and regulations of | 
the Commission. 

(c) The license will be effective as of I 
the date of issuance thereof and shall ex* 1 
pire on December 31, 1958, unless soo&(t|| 
terminated. 

Dated at Washington, D. C., this 22d | 
day of August 1957. 

For the Atomic Energy Commission. 

H. L. Price, 

Director, 

Division of Civilian Application. 

|P. R. Doc. 57-7066; FUed. Aug. 28. 19511 | 
8:45 a. m.) 

CIVIL AERONAUTICS BOARD 

(Docket Nos. 8625, 8697) 

United Airlines, Inc.; United Custoi | 
Coach Suspension and Investicatios 

NOTICE OF ORAL ARGUMENT 

In the matter of "DC-7 Custom I 
Coach" fares and provisions proposed by | 
United Air Lines, Inc. 

Notice is hereby given that oral argu-1 
ment in the above-entitled proceeding is 
assigned for September 12, 1957, at 10:05 
a. m., e. d. s. t.. in Room 5042, Commerce 
Building. 14th Street and ConstitatioB 1 
Avenue NW., Washington, D. C., before | 
the Board. 

Dated at Washington, D. C. August 26, j 
1957. 

[seal] Francis W. Brown, 

Chief Examiner. 

[F. R. Doc. 57-7098; Filed. Aug. 28, 

8:52 a. m.J 


(Public Notice PN 11] 
Statement of Organization 
Correction 

In Federal Register Document 57-6346. 
appearing at page 6124 in the issue for 
Friday, August 2, 1957, the followinf 
change should be made: The 17tli licj 
of paragraph (c) of section 02.2 should 
read: "organization Plan No. 13; (3) aod j 
the". 


FEDERAL POWER COMMISSION 

Sabianna Oil Co., Inc., et al. 

NOTICE OP applications AND DATE OF 
HEARING 

August 23.1^57. 

In the matters of Sabianna Oil Com* 
pany, Inc., Docket No. G-12057; Gulf 0“ 
Corporation, Docket No. G-12064; 
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[Thursday, August 29, 1957 

luolia Petroleum Company/ Docket No. 
I G-12099 ; Pan American Petroleum Cor- 
Iporation, Operator/ Docket No. G-12106; 
I Petroleum, Inc., Operator, et al./ Docket 
I No. G-12108; Edwin L. Cox, Docket No. 
10-12111; Petroleum, Inc.,Operator,et al./ 
I Docket No. G-12112; Sunray Mid-Conti- 
|nent Oil Company, Docket No. G-12114; 
Delta Drilling Company. Operator, et al./ 
I Docket No. G-12119; W. E. Bakke, Op- 
' erator, et al./ Docket No. G-12120; The 
I Texas Company, Docket Nos. G-12132, 
I 0-12249; Amerada Petroleum Corpora- 
I tion, Docket No. 0-12133; Greenbrier 
Oil Company/ Docket No. G-12187; 
I Continental Oil Company, Operator/ 
[ Docket No. G-12213; Robert G. Goelet, 
I Docket No. G-12216; Skelly Oil Company. 
{Docket Nos. G-12220. G-12237; Shell Oil 
I Company, Docket No. 0^12233; E. J. 
McCartt, Jr., Operator, et al./ Docket 
No. G-12238; Sun Oil Company. Docket 
No. G-12240; The Ohio Oil Company.*® 
Docket No. G-12243; Cities Service Oil 
Company, Docket No. G-12246; Walter 
I Kuhn, Operator, et al./‘ Docket No. 
IG-12254; Slick Oil Corporation, Opera¬ 
tor,** Docket No. 0-12648; Dakamont 
Exploration Corporation, Operator, 

I et al.,** Docket No. G-12835. 

Each of the above applicants has filed 
1 an application for a certificate of public 
' convenience and necessity pursuant to 
section 7 of the Natural Gas Act, author- 
^ izing applicants to render services as 
I hereinafter described, subject to the 
I jurisdiction of the Commission, all as 
more fully represented in their respective 
applications, which are on file with the 
Commission and open for public inspec¬ 
tion. 

Applicants produce and propose to sell 
natural gas for transportation in inter¬ 
state commerce for resale as indicated 
below. 

Docket No. G-; Location of Field; Buyer 

12057; Bethany Field, Panola CJounty, 
Texas; United Gas Pipe Line Company. 

12064; Northwest Pool, Texas County, 
Oklahoma; Panhandle Eastern Pipe Line 
Company. 

12099. 12132; Hugoton Field. Finney 

^nty, Kansas; Northern Natural Gas 
Company. 

12106; Richfield Field, Morton County, 
i Kansas; Panhandle Eastern Pipe Line Com¬ 
pany. 

12108; Elwood Field, Barber County, Kan- 
*a8; Cities Service Gas Company. 

J2111; Grand Valley Field, Texas County. 
vKiahoma; Kansas-Nebraska Natural Gas 
Company. Inc. 

^^oton Field. Finney County, Kan- 
•as; cities Service Gas Company, 
w Herbert and Amacker-Tippltt 

i^Pton County. Texas; El Paso Natural 
^Company. 

^^®ssa Field, Marion County, 

1 ^' Louisiana Gas Company. 

I Bakke Field, Andrews County, 

® Paso Natural Gas Company. 

Mitt,' Pleld. Lea County. New 

•wxico; El Paso Natural Gas Company. 

12187; Jack Herbert Field, Upton County. 

1 ^* Natural Gas Company. 

2213; Wemac Field, Andrews County, 
El Paso Natural Gas Company. 

12216; La Coplta Field, Starr County, 

' 1 ^’ Tennessee Gas Transmission Company. 

Acreage in Ford County. Kansas; 

i^hern Natural Gas Company. 

footnotes at end of document. 


12233; Westwich Field, Ochiltree County, 
Texas; Northern Nattiral Gas Company. 

12236; West Eureka Field. Alfalfa County, 
Oklahoma; Cities Service Gas Company. 

12237: Ballard Field. San Juan County, 
New Mexico; El Paso Natural Gas Company. 

12238; Qulnduno Field, Roberts County. 
Texas; Natural Gas Pipeline Company of 
America. 

12240; Hardtner Field, Barber County. Kan¬ 
sas; Cities Service Gas Company. 

12243; Eumont Field, Lea County, New 
Mexico; El Paso Natural Gas Company. 

12246; Acreage in Morton County, Kansas; 
Panhandle Eastern Pipe Line Company. 

12249; Raymondvllle and Monte Pasture 
Fields, Kenedy County. Texas; Tennessee Gas 
Transmission Company. 

12254; Hugoton Field, Hamilton County, 
Kansas; Colorado Interstate Gas Company. 

12648; S. E. Alice Field. Jim Wells County. 
Texas; Trunkline Gas Company. 

12835; Pearl Field, Bee County, Texas; Wil¬ 
cox Trend Gathering System, Inc. 

These matters should be heard on a 
consolidated record and disposed of as 
promptly as possible under the applicable 
rules and regulations and to that end; 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 7 
and 15 of the Natural Gas Act, and the 
Commission’s rules of practice and pro¬ 
cedure. a hearing will be held on Sep¬ 
tember 26. 1957, at 9:30 a. m.. e. d. s. t., 
in a hearing room of the Federal Power 
Commission, 441 G Street NW., Wash¬ 
ington, D. C.. concerning the matters 
involved in and the issues presented by 
such applications: Provided, however. 
That the Commission may, after a non- 
contested hearing, dispose of the pro¬ 
ceedings pursuant to the provisions of 
8 1.30 (c) (1) or (2) of the Commission’s 
rules of practice and procedure. Under 
the procedure herein provided for. unless 
otherwise advised it will be unnecessary 
for applicants to appear or be repre¬ 
sented at the hearing. 

Protests or petitions to intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington 25, D. C., in accordance 
with the rules of practice and procedure 
(18 cm 1.8 or 1.10) on or before Sep¬ 
tember 20, 1957. Failure of any party to 
appear at and participate in the hearing 
shall be construed as waiver of and con¬ 
currence in omission herein of the inter¬ 
mediate decision procedure in cases 
where a request therefor is made. 

[SEAL] Michael J. Farrell, 

Acting Secretary. 

* Application covers ratification agreement 
dated August 1. 1956, of basic contract dated 
February 9. 1956, between The Texas Com¬ 
pany and Northern Natural Gas Company. 
The Texas Company. Operator, was author¬ 
ized in Docket No. G-10083 covering the basic 
contract. Magnolia is a signatory seller 
party to the ratification agreement which 
was also signed by purchaser. 

»Pan American Petroleum Corporation 
(formerly Stanolind Oil and Gas Company), 
Operator, is filing for Itself and on behalf 
of all nonoperators who do not negotiate 
separate gas sales contracts for the dispo¬ 
sition of their proportionate shares of the 
production. Neither the application nor the 
related rate schedule list the nonoperating 
owners of working interests or the per¬ 
centages of Interest, but the application 
states such information will be filed after 
the commencement of deliveries in confor¬ 
mance with Commission Order No. 190. 


Stanolind Oil and Gas Company (now Pan 
American Petroleum Corporation) is the only 
signatory seller party to the gas sales con¬ 
tract dated January 18, 1957. 

•Petroleum Inc., Operator, is filing for 
itself and on behalf of numerous nonoper¬ 
ators listed in the application, together with 
the percentage of working interest of each. 
Petroleum Inc. is the only signatory seller 
party to the two amendatory agreements 
dated December 27, 1956. and January 11. 
1957. each of which adds additional acreage 
to a basic contract dated February 7. 1956. 
Petroleum Inc. was authorized in Docket No. 
0-10033 covering basic contract. 

* Petroleum Inc., Operator, is filing for 
itself and on behalf of 25 nonoperators listed, 
together with the percentage of interest of 
each, in the appUcation. Petroleum Inc. 
is the only signatory seller party to the gas 
sales contract dated December 11. 1956. 
Production limited to horizons at depths 
above sea level. 

•Delta Drilling Company, Operator, is fil¬ 
ing for itself and on behalf of 9 nonoperators 
listed, together with the percentage of inter¬ 
est of each, in the application. All are 
signatory seller parties to the gas sales con¬ 
tract dated November 21, 1956. The March 
11. 1957, amendment shown is the request 
for temporary authorization. 

•W. E. Bakke. Operator, is filing for him¬ 
self and on behalf of 11 nonoperators listed, 
together with the percentage of working in¬ 
terest of each, in the application. W. E. 
Bakke, Choya Drilling Company. Inc., and 
Virginia 8. McCullough are the only signa¬ 
tory seller parties to the gas sales contract 
dated December 19, 1956. The remaining 9 
nonoperators have authorized Operator to 
dispose of their proportionate shares of the 
subject gas. 

’Greenbrier Oil Company Is a copartner¬ 
ship composed of William Hamm, Jr., Marie 
H. Ankeny, Margaret H. Kelley. Theodora 
Lang. D. H. Ankeny. James E. Kelley. William 
H. Lang and Joseph A. Maun. All the par¬ 
ties comprising the copartnership are signa¬ 
tory seller parties to the amendatory agree¬ 
ment dated December 14. 1956. to a basic 
contract dated August 24, 1954. The subject 
amendatory agreement provides for the sale 
of low pressure casinghead gas produced 
from the same acreage as is dedicated to basic 
contract. Applicant has been authorized in 
Docket No. 0-4631 for the sale of high pres¬ 
sure gas well gas under the basic contract. 

•Continental Oil Company la filing for its 
Interest in the McCollum and Means, the 
McCollum and Weibusch, the McCollum and 
Weibusch “A”, the Weibusch and McCollum 
and the Grady Leases. As operator of the Mc¬ 
Collum and Means Lease, Continental lists 
the following owners’of working Interests: 
Continental Oil Ck>mpany. Operator; Hunt 
Oil Company; and Lympia Royalties, Inc. 
Continental is the sole signatory seller party 
to the gas sales contract dated January 28, 
1957. 

• E. J. McCartt. Jr., Is the operator for a 
partnership composed of E. J. McCartt. Jr., 
Morris B. McCartt and Robert 8. McCartt. 
Each member of the partnership is filing 
for its individual interest and are signatory 
seller parties to the gas sales contract dated 
February 6. 1957. 

** Application covers ratification agreement 
dated December 27. 1956, of a basic contract 
dated January 6, 1955. between Makln Drill¬ 
ing Company and El Paso Natural Gas Com¬ 
pany. The Ohio Oil Company is a signatory 
seller party to the ratification agreement 
which is also signed by Makln (Operator). Is¬ 
land Oil Company (Nonoperator) and El Paso 
(Purchaser). Makln was authorized in 
Docket No, G-10644 covering basic contract. 
The ratification agreement amends the basic 
contract in certain respects Including pro¬ 
visions for the independent disposition of 
each working interest owner's proportionate 
share of the gas produced from the Warlick- 
Queen Well No. 1 and the limitation of pro- 
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ductlon to Tanalll. Yates, Seven Rivers and 
Queen formations. 

Walter Kuhn. Operator, is filing for him* 
self and on behalf of the following nonoper¬ 
ators: Wm. 8. Millener; J. A. La Fortune; and 
E. T. Lindsay and V. W. McKnab. All are 
signatory seller parties to the gas sales con¬ 
tract dated January 15. 1957. 

^ Slide Oil Corporation, Operator, is filing 
for its interest and lists Seaboard Oil Com¬ 
pany as the other interest owner. On a por¬ 
tion of the acreage Slick owns 100% Interest 
and 50% on the remainder. Both are slg^na- 
tory seller parties to the same sales contract. 

u Dakamont Exploration Corporation. Op- 
eratesr, is filing for its interest and those of 
P. Julius Fohs, Cora B. Pohs. Pemie Bailey, 
Lewis O. Tyra and Judy Hancock Wyatt, all 
of whom are signatory party sellers to the 
gas sales contract involved heroin. Charles 
Allen. Jr., Herbert Allen, National Bulk Car¬ 
riers, Inc., Pan American Petroleum Corpora¬ 
tion (formerly Stanolind Oil and Gas Com¬ 
pany) and Sun Oil Company are also signa¬ 
tory seller parties to the same sales contract. 

[P. R. Doc. 57-7087; FUed, Aug. 28. 1957; 

8:49 a. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 

IPUe No. 1-2116 J 
Bellanca CORP. 

ORDER SUMMARILY SUSPENDING TR.ADINC 
August 22, 1957. 

In the matter of trading on the Amer¬ 
ican Stock Exchange in the $1.00 par 
value Capital Stock of Bellanca Corpo- 
raUon, Pile No. 1-2115. 

l. The $1.00 par value Capital Stock 
of Bellanca Corporation is listed and reg¬ 
istered on the American Stock Ex¬ 
change, a national securities exchange; 
and 

II. The Commission on April 24, 1957, 
Issued its order and notice of hearing 
under section 19 (a) (2) of the Securities 
Exchange Act of 1934 (hereinafter called 
•‘the act“) to determine at a hearing be¬ 
ginning July 10, 1957, whether it is nec¬ 
essary or appropriate for the protection 
of investors to suspend for a period not 
exceeding twelve months, or to with¬ 
draw, the registration of the capital 
stock of Bellanca Corporation (herein¬ 
after called “registrant*') on the Ameri¬ 
can Stock Exchange for failure to com¬ 
ply with section 13 of the act and the 
rules and regulations adopted there¬ 
under, and for failure to comply with the 
disclosure requirements of Regulation 
X-14 adopted pursuant to section 14 (a) 
of the act. 

On August 13,1957 the Commission is¬ 
sued its order summarily suspending 
trading of said securities on the ex¬ 
change pursuant to section 19 (a) (4) of 
the act for the reasons set forth in said 
order to prevent fraudulent, deceptive or 
manipulative acts ar practices for a pe¬ 
riod of ten days from the date of the 
aforesaid order. 

m. The Commission being of the 
opinion that the public interest requires 
the summary suspension of trading in 
such security on the American Stock Ex¬ 
change and that such action is necessary 
and appropriate for the protection of 
investors; and 

The Commission being of the opinion 
that such suspension is necessary in or¬ 
der to prevent fraudulent, deceptive, or 


NOTICES 

manipulative acts or practices, with the 
result that it will be unlawful under sec¬ 
tion 15 (c) (2) of the Securities Ex¬ 
change Act of 1934 and the Commis¬ 
sion’s Rule X-15C2-2 thereunder for any 
bi'oker or dealer to make use of the mails 
or of any means or instrumentality of 
interstate commerce to effect any trans¬ 
action in, or to induce or attempt to in¬ 
duce the purchase or sale of, such secu¬ 
rity otherwise than on a national securi¬ 
ties exchange. 

It is ordered. Pursuant to section 19 
(a) (4) of the Securities Exchange Act 
of 1943, that trading in said securities on 
the American Stock Exchange be sum¬ 
marily suspended in order to prevent 
fraudulent, deceptive, or manipulative 
acts or practices for a period of ten (10) 
days, August 23 to September 1, inclu¬ 
sive. 

By the Commission. 

CsBALl Orval L. DuBois, 

Secretary, 

[P. R. Doc. 67-7C89; Piled, Aug, 28, 1957; 

8:60 a. m.) 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

Adrianus Rosmolen 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 (f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to re¬ 
turn, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 
resulting from the administration 
thereof prior to return, and after ade¬ 
quate provision for taxes and conserva¬ 
tory expenses: 

Claimant, Claim No., Property, and Location 

Adrianus Rosmolen, Mellssant. Holland. 
Claim No. 60906, Vesting Order No. 17916; 
$540.04 in the Treasury of the United States. 

Executed at Washington, D. C.. on 
August 22,1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property, 

[F. R. Doc. 57-7092; Piled, Aug. 28, 1957; 
8:51 a. m.] 


Mirko and Josip Augustincic 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 (f) of the 
Trading With the Enemy Act, as 
amended, notice is hereby given of in¬ 
tention to return, on or after 30 days 
from the date of publication hereof, the 
following property, subject to any in¬ 
crease or decrease resulting from the 
administration thereof prior to return, 
and after adequate provision for taxes 
and conseiTatory exp>enses: 

Claimant, Claim No., Property, and Location 

Mirko Augustincic, Krscenovac No. 5. Sv., 
Ivan 2:elina, Yugoslavia. $114.51 in the Treas¬ 
ury of the United States. 


Josip Augustincic, Krscenovac No. 5, Sv., 
Ivan Zellna, Yugoslavia. $114.51 In the Treas¬ 
ury of the United States. 

Claim No. 45464. 

Executed at Washington, D. C., on 
August 22, 1957. 

For the Attorney GeneraL 
[seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property. 
[P. R. Doc. 67-7093; FUed, Aug. 28. 1957; 
8:51 a. m.] 


INTERSTATE COMMERCE 
COMMISSION 

Fourth Section Applications For 
Relief 

August 26, 1957. 

Protests to the granting of an appli¬ 
cation must be prepared in accordance 
with Rule 4 0 of the General Rules of 
Practice (49 Cm 1.40) and filed within 
15 days from the date of publication of 
this notice in the Federal Register. 

long-and-short haul 

PSA No. 34129; Chemicals between, 
from and to points in southern territory. 
Piled by O. W. South, Jr., Agent, for 
interested rail carriers. Rates on chem¬ 
icals, namely, chlordane, diisobutyl ke¬ 
tone, methyl ethyl ketone, epichlorohy- 
drin or glycerol-dichlorohydrin. sodium 
(soda), caustic (sodium hydroxide) and 
potassium (potash), caustic, in solution, 
fertilizer ammoniating solution, and ni¬ 
trogen fertilizer solution, tank-car loads, 
returned to original points of shipment, 
from and to points In southern territory. 

Grounds for relief: Short-line distance 
formulas, and grouping. 

PSA No. 34130: Paper winding cores— 
Printing — Between, and to points in 
southern territory, F*iled by O. W. 
South, Jr., Agent, for interested rail car¬ 
riers. Rates on printing paper winding 
cores, old or reused, carload, returned 
to original point of origin from which 
shipped with printing paper in carload 
lots, from and to points in southern 
territory. 

Grounds for relief: Short-line distance 
formula, grouping, short-line arbitrar- 
ies, and movement over short-tariff 
routes through higher-rated intermedi¬ 
ate territories. 

PSA No. 34131: Substituted service-^ 
Motor and rail, C. & N. W. Railway Co, 
Piled by Midwest Haulers, Inc., Agent, 
(No. 3) for itself, other motor carriers 
and the Chicago and Northwestern Rail¬ 
way Company. Rates on property by 
freight loaded in highway motor-truck 
trailers and transported in substituted 
service on railroad fiat cars between Chi¬ 
cago. Ill., and St. Paul. Minn., on traffic 
originating at or destined to points be¬ 
yond the named points reached or served 
by applicant motor carriers. 

Grounds for relief: Motor truck com¬ 
petition. 

Tariff: Supplement 9 to Midwest Haul¬ 
ers, Inc., tariff MP-I. C. C. No. 21. 

By the Commission. 

[seal! Harold D. McCoy, 

Secretary. 

[F. R. Doc. 67-7088; Piled, Aug. 28, 1957: 

8:50 a. m.] 









